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CUT THE MARGIN—INCREASE THE VOLUME. 





URING the war there was a general let-down 
1) in the application of business fundamentals. 
Old customers were neglected, and salesman- 
The situa- 
tion was forced by abnormal conditions and it was 


ship fell more or less into the discard. 


a seller's market. 

Now that conditions are approaching normal, it 
is timely to return to those old, substantial ways of 
doing business that made America the peer in the 
commercial world. 

Costs are gradually coming down in various indus- 
tries and margins of profit are being reduced. To 
offset this, it is necessary to reach out, build up a 
bigger clientele, and increased business with narrower 
margins will equalize the loss of former large profits 
on smaller sales. 

This cannot be brought about without diligent ef- 
fort, enthusiasm and old-fashioned perspiration. We 
have to get back into training again if the come- 
back is to be lasting. 

The way lies open. Take your customers into 
your confidence. Tell them what you are doing. It 
will appeal to their sense of fairmindedness. Re- 
establish the relationship that existed in days gone 
by. As confidence returns, so will business improve. 

Start the industrial ball rolling without delay. Give 
impetus to your program by liberal advertising. It 
will be money well spent. Have a definite plan and 
go through with it. 
fort working co-operatively along these lines will re- 


Every channel of commercial ef- 


store business to a firm foundation. 





BETTER SHOWROOMS MEANS BIGGER 
BUSINESS 





HE show-window week proposed by the Na- 

tional Trade Extension Bureau is a plan that 

should be actively endorsed by all plumbing 
and heating contractors. Modern places of busi- 
ness are vitally necessary to increase sales, and 
there is no denying the fact that appearance counts 
for profits. The attractive window display and 
showroom, are magnets that draw trade, and this 
truism applies to all lines of industry. If it is a main 
essential for the clothier, the hardware man, the gro- 
cer and the jeweler, it is also fundamental for the 
plumbing and heating contractor. 





The pride a man shows in his enterprise and the 
plane on which he places it is reflected in its business- 
like treatment. People will accord him the kind of 
patronage he deserves, and no more, so that the con- 
tractor who is behind the times cannot place the re- 
sponsibility for lack of progress on anybody but him- 
self. 

There is no lack of information as to how he 
should go about improving his business to make it 
These facts are established, and 
he has but to ask to receive tangible suggestions, 
that will help him to reach the desired goal. 

It would be a remarkably profitable undertaking 
if every plumbing and heating shop in the country 
were to follow the suggestion made by the National 


more profitable. 


Trade. Extension Bureau. Contractors have it in 
their power to make their business the talk of the na- 
tion. Certainly there would be a tremendous amount 
of new business if, in the week selected, every win- 
dow was simultaneously dressed for the occasion— 
and then kept that way as a sound business funda- 
mental. 

Your window display and showroom is a valuable 
asset, or, if not already, can be made so. Give the 
matter the thought it deserves. Your volume of 
business, no matter how small, warrants som kind 
of a display truly representative of your field. The 
more you improve it, and back it up with other in- 
telligent, well planned effort, the greater will be 
your profits. 

Sooner or later, in order to keep in the front 
rank, you will have to maintain an up-to-date place 


of business. Why not sooner? 





WELL DONE, PHILADELPHIA! 





ONGRATULATIONS are in order for the East- 
C ern Pennsylvania Chapter of the American 

Society of Heating and Ventilating Engineers 
for the splendid manner in which the Society's 27th 
annual convention was made the most successful in 
its history. It was demonstrated beyond a doubt 
that Philadelphians are live Americans, keen busi- 
ness men and ideal hosts. They need no apologists, 
but are entitled to apologies from all who have char- 
acterized their wonderful city as being slow. If the 
world, and America in particular, wants to learn 
what constitutes a fine city, Philadelphia is ready to 
prove it any time—and do the job right! 
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SUB-SEWER DRAINAGE in MODERN 
PLUMBING WORK 


What to Do When House System 1s Below Street 
Sewer and How to Properly Figure Up the Job 


By M. William) Ehrlich 


Nib ot the problems in modern plumbing is the ade 
(uate handling ot wast vaters—ceither sewage or 
area draims--when the street sewer 1s higher than the 

} 


le yest peotnit a)? (i] 


dAillapt 


In up-to-date building work this condition is not uncom 


On Basements are otten utihzed as Cneme rooms, res- 
taurants, kitchens, laundries and for various other purposes 
that need sanitary plumbing as a safeguard to health. Then 


there are the sub-basements of tall buildings, the under 
‘round transit roads, subways. tunnels and comtort stations 
that have to be cared tor pyrcopre rly In other instances it May 
bie i case of the sCcWeT being too near the ground level 


Whatever the reason, the problem persists 


That it 1 not dithcult to tind the means of handling this 


ork, 1s true [here are various types of ejector and pump 

‘ ing systems available, and the arrangements necessary under 
different conditions can be determined on the job 

Where the dithculty les is in the selection of a system ot 

the correct size \ tairly large unit is always safe—but it 

may cost too much. A small size unit will be lower in first 


cost, but if not the right size, it will be costly at any price 
tor it will not do the required work; the usual result is over 
fHowme and flooding \n economical job depends solely on 


the right size of sump pump or sewage ejector, and this fea 


; 


‘f 


ture must be caretully determmed tor every individual condi 
tion, as will be shown presently 

In this class ot work two general methods are employed 
Both rely on mechanical means for ratsing the sewage, and 
delivering it mto the street sewer, atter it has flowed into 
and filled the sump or receiver, by gravity. In one case 
compressed air ts used, while in the other an electric pump 
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Fig. 1.—Compressed Air System of Sewage Ejection. 


does the work. There are various types with distinguishing 
teatures to recommend the different systems for particular 
installations. 

For the pneumatic system a steam-driven or an electric air 


compressor with air storage tank, is required. The air under 


929 


{ 





pressure is piped to the valve mechanism of the ejector, as in 
lig. 1. As its receiver is fiiled with sewage, the float on th: 
inside rises and when it has reached a certain level, th: 
movement actuates the valves and permits the compressed 
air to enter and force the water into the street sewer. As 
the sewage is drained, the float falls gradually to a point 
where it closes the valves, cutting off the air pressure. This 
operation repeats itself continuously and in this way the 
drainage of the system is automatic. 

The electric pumping method illustrated in Fig. 2, employs 
a vertical type centrifugal pump. Under some conditions, 
a horizontal type automatic pump with receiver may be 
found usetul. In either arrangement the sewage flows to 
pump by gravity. When the incoming matter has raised the 
Hoat to a certain point, it throws in the switch which in turn 
starts the motor that operates the pump. As the water 1s 
discharged the float drops and finally stops the pump. So the 


aperation continues automatically. In Fig. 3 1s a_ typical 


llustration of this style pump, showing the construction dé 
tails and necessary pipe connections. 

Depending on local conditions, as well as on municipal 
laws and regulations, check valves, stop valves and other 
features of control may or may not be installed. The re 
ceiver, sump pit or basin acts as an intercepting trap, but in 
some localities the usual main trap is also required, either on 
the inlet side or outlet side of the ejector. 

lor ordinary jobs, where only a small floor area has to 
be cleared an automatic cellar drainer may be used. This 
operates on either water or steam power, providing there 
i, sufficient pressure to give the necessary lift 

The Installation of Duplicate Units. 

VY wise policy, though not often followed, is the installa 
tion of duplicate units soth pumps or ejectors should be 
of sufficient capacity to handle the full load independently. 
They should be connected so either one may be cut out for 
cleaning or repairs while the other does the work. If du 
plex equipment is not used, then at least an auxiliary Iift 
should be provided, such as a steam ejector connection, and 
while it will raise the temperature of the discharge, it will 
help keep the system clear, at least temporarily. 

Before selecting a system for sub-sewer conditions, all ot 
the circumstances should be well understood, for there 1s no 
one plan that could be termed a general panacea for sizing 
up the job. There ts no exact method for computing the re- 
quirements. Knowledge of conditions and experience, ar 
the real guides in this work. On this basis a practical form 
for estimating purposes can be established. 

When it is possible to predetermine the number of occu 
pants in a building, then an allowance of 1.0 gallons pet 
minute for each person will suffice, so far as house drainag: 
is concerned. Another basis is to count up the number of 
Oxtures that have to be served. Then allow the following 


Guantities: 
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‘In business buildings —0.6 gallons per minute 


[In apartment houses 0.4 to 0.8 g. p. m. 


In other buildings 0.75 g. p. m. 


For area drains and storm water conditions, such as vards, 
courts, roofs and so torth, the quantity may be es ited 
0.25 gallons per minute tor each sq. tt. to be drained Phas 


UPPER 


Dray 






































’ oF A 
OWER, _ 
DRA! 
Fig. 2.—Electric Sewage Ejector Installation. 
value, however, depends solely on the amount of rainfall 


Where the 


will 


\ arious localities. 


the al 


difterent in 
t and 


which 1s ot course 


raintall is between 6 inches, ove figure give 


satisfactory results. 
ical averages. Actually the 


the 


These values represent fair pract 


person, is about same,--but not so 


and lot 
apartments. In 
but 


esultant sewage, per 


per fixture. In ofhee buildings there are fewer fixtures 


per person than im apartment houses there 


are also more classes of fixtures they are not all used at 


the buildings such as hotels. water 1s 


freely. Women 
kitchens 


special 


same time. In other 


perhaps wasted more will generally use more 


large quantities. 


the 


water. Laundries and also waste 


transient 
ditter- 


(oOmftort stations offer conditions, for 


traffic may considerably. This accounts tor the 
the 
illustration, 


The 


75 in this type of home. 


var\ 


ences im values presented. 


kor consider an apartment building housing 20 


families. number of people may be sately estimated as 


Qn a basis of 1 gallon per mimute per 


head, the quantity is 75 gallons. If each apartment had a 
sink, bath tub, wash tray and water closet, or a total of 80 
fixtures, the result would be 80 * 0.4 oe g.p.m. or SO X< 0.5 = 
64 gallons, according to the table. Now, 1f this apartment 
house also had showers and wash basins for each tamuily, there 
would be 120 tixtures, wasting 120 * 0.4 i or 120 * O8 Q6 


gallons per minute, depending on local conditions. As between 


a minimum of 32 gallons and a maximum of 06 gallons, the 
per capita basis gives a safer average result. 
To determine the quantity of storm water to be handled, 


the actual be drained must. bi 


areas ti computed im sq. ft. 


Suppose the apartment house first considered is a cheap 


building with small rooms and practically no SO 


LOO 


area W A\ > 


tt. has to he 


| 


the root 
This 


means handling 


measuring 50° by drained 


5,000 sq. ft 


only, 


times 0.25 gallons, and 
the 

and an open court, 
building occupies a space of 75 by 120 ft 


shed Be 


gives root area and 


125 gallons p.m. In better vrade house 


there are more or larger rooms, and sup- 


the 
per 


posing the then 


area would be 9,000 sq. ft. and would gallons 
minute. 

Where both the 
elevated to the street 
add the two, for a total, in determining the 
ing system. Of this the 


it is not always practicable, monetary or 


storm water and house sewage must. be 


sewer, it 1s often a problem whether to 


size of the pump- 


course appears logical way, though 


because of other rea- 
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THERE’S A MESSAGE FOR YOU HERE. 


It Means Simply This—Make a Canvass of Your Territory 
and Modernize These Buildings. 


The National Trade Extension Bureau reports the followin 
existing conditions 

-~ ~- | | « 

l¢ 000,000 home vithout piumbing out it about 222 200 OOO 


7 
Homes altogether: 


6 500.000 of these home 


should be heated. yet 1,500,000 at 
unhez ited 
1 OOO hardwar tfores and tS 300 drug store la k 


plumbing 


2,000 of 38,069 cigar stores are without proper plumbing 

Only 15 per cent of 36,000 confectionery stores are uitably 
equipped with plumbing 

Only 68 per cent of 15,000 schools hav proper plumbing, 
and but 20 per cent of the hospital 


A spec lal committee appointed to ce nsider the matter of > 


public 


reported the approximate cost at $27 


comfort station in Central Park, New Britain, Conn.. has 


200 and has recommended 
that 


an underground station with 


council 


—- 


to the common an appropriation of amount. The 


tentative plans provide for eparate 


departments for men and women. 








THE FLOW of STEAM 


A Discussion of Pipe Capacities at Various 


Pressures, with 


N I 


tollow ~ 


of our subscribers in Nevada recently wrote us as 
“Tl have been looking for a book with tables 
giving the capacity of different sizs of pipe for steam 


under various pressures. 


In the book on heating, which I use, the formula ts rather 
complicated for rapid work, and I am writing you to see if 


you can supply me with such tables 


Table 1. Gauge Pressure One Pound. 
Weight of Steam, in Pounds, Flowing per Minute 


Many 


Valuable Tables 


size of steam main for heating are available to correspond- 
ent. Practically all of the tables given for use in heating 
practice are based upon a length of 100 ft. of straight pipe 
and an assumed pressure drop at the end of 1 pound or 1 
ounce. Most authorities, in tabulating the amount of radia 
tion that can be served by any certain size of pipe, assume a 


pressure drop of 1 ounce per 100 ft. or its equivalent, that is 


Table 3. Gauge Pressure Five Pounds. 
Weight of Steam, in Pounds, Flowing per Minute 


through Pipe. through Pipe. 
Diameter of Pressure drop in 100 feet of length. Diameter of Pressure drop in 100 feet of length. 
Pipe—Inchees 1 Pound % Pound ™% Pound % Pound. Vipe—Inches 1 Pound. % Pound. \% Pound. % Pound. 
l 1.03 .73 ol 36 l 1.14 8 57 4 
1% 11 1.49 l 75 1% 2.38 1.69 1.2 -R4 
1h, 3.35 2.37 , 1.6 1.18 ll, 3.7 2.62 1.85 1.3 | 
2 6.03 1.27 3. 2.13 2 6.7 4.75 3.35 2.37 | 
2% 10.4 7.27 5.2 3.68 21% 11.6 8.22 5.8 4.1 
3 18.7 13.24 9.3 6.62 3 20.3 14.75 10.4 7.36 
3, 7.3 19.4 13.6 9.66 3% 30.3 21.5 15 10.72 
‘ 37.3 26.4 18.6 13.2 4 41.4 29.2 20.7 14.65 | 
f 65.7 16.6 32.8 23.26 5 73. 51.7 36.5 25.84 | 
ti 106.2 75.3 53 37.59 5 118. 83.6 59 41.77 | 
? 156.6 111 78.3 55.43 7 174. 123.3 87 61.6 | 
8 221.4 157 110.7 18.37 \ 246 174 122 87. 





In the character of work, which I am doing, I find a good 
many jobs in which it is necessary to know how much steam, 
under different pressures, certain sizes of pipe will supply, 
so any information you can give me along this line will be 
appreciated.” 

The subject referred to in this letter is most interesting. 
The size of pipe required te serve a certain footage of radia- 
tion, to transmit a certain number of B. t. u. per hour, or to 
deliver a certain weight of steam, per minute or per hour, 
has been—and still is—a subject of much discussion and 
variable opinion. 

Many formulas have been devised and used, and as a re- 


Table 2. Gauge Pressure Two Pounds. 
Weight of Steam, in Pounds, Flowing per Minute 


by making an adequate allowance in the length to compen- 
sate for such fittings and valves as may be placed on it. This 
seems to be the more common or customary practice. A 
drop in pressure of 1 ounce is figured when it is required to 
work close to the water-line. A drop of 2 ounces or % of a 
pound is used for steam heating systems having a gravity 
return. A drop of 4 ounces is used for vacuum systems or 
where loss of pressure is not of material consequence or 
importance. A drop of 8 ounces can be used for vacuum 
heating where condensation is returned by pumps or traps. 
Other drops are figured when steam is used for power. 


Table 4. Gauge Pressure Ten Pounds. 
Weight of Steam, in Pounds, Flowing per Minute | 
through Pipe. 


through Pipe. Diameter of Pressure drop in 100 feet of length. 

Diameter of Pressure drop in 100 feet of length. Pipe—Inches. 1 Pound. % Pound. % Pound. % Pound. 
Pipe—lInches 1 Pound. % Pound. % Pound. % Pound. I 1.26 89 63 44 

1 1.06 15 53 vi 1% 2.64 1.87 1.32 .93 | 

1%, 2.21 1.56 1.1 78 1% 4.1 2.9 2. 145 | 

1% 3.44 2.44 1.7 1.21 2 7.4 5.24 3.7 2.62 | 

— 6.23 4.42 3.1 2.2 2% 12.9 9.14 6.45 4.56 

ou 10.8 7.66 54 3.82 3 23. 16.3 11.5 814 

, 19.3 13.7 96 6.83 31, 33.6 23.8 16.8 11.89 

21, 28 9 1). 14.1 9.98 ‘ 46. 32.6 23. 16.28 

. 38.5 27.3 19.2 13.63 : 81. 57.4 40.5 28.67 

P 87 9 48. 22.9 24. ti 131. 92.8 65.5 46.37 

6 109.7 77.8 54.8 38.8 7 193. 136.8 96.5 68.32 

“ 162.8 115.4 81.4 57.6 S 273. 193.5 136.5 96.64 


sult many tables have been given showing the size of pipe 
required for various work. Not knowing the character of the 
work referred to by correspondent, whether it has to do with 
heating, manufacturing or power, we shall answer the letter 


in general ter 


ms. 


No doubt many good tables for determining the proper 
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Tables form a means of ready reference for determining 
pipe sizes required for certain work. While the results given 
in various tables do not always agree, they form a basis for 
the exercise of judgment, without which practically every 
table given would be valueless. 

As a comparison of the various tables is made by corre- 
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spondent, he will note that a difference is made In the service 
value of various sizes of pipe, depending upon the method 


Table 5. Gauge Pressure Fifteen Pounds. 
Weight of Steam, in Pounds, Flowing per Minute 
through Pipe. 


Diameter of Pressure drop in 100 feet of length 


Pipe—Inches 1 Pound. \% Pound. 4 Pound hk Pound. 

2 g. Deb { oS 
2% 14. 9.4 7. 5 

3 25 17.7 12.5 8.8 
31s 36. 25.5 18 12.7 
i 50. 35.5 25. 17.7 
D 88. 62.4 44. 31. 

t 143. 101.4 71.5 a0.6 
‘ 210. 148.9 105. 74.3 
S 297. 210.5 148.5 105. 





of heating used. The fact should be remembered, and con- 


sidered, that any increase in the amount of frictional resist- 


Table 6. Gauge Pressure Twenty Pounds. 
Weight of Steam, in Pounds, Flowing per Minute 
through Pipe. 

Diameter of Pressure drop in 100 feet of 

Pipe—Inches. 1 Pound. % Pound. % Pound. 





length. 
% Pound. 


2 8.8 6.2 4.4 3. 
| 2%, 15.2 10.8 7.6 5.4 
| 3 27.3 19.4 13.5 9.7 
| 3% 39.7 28.4 19.8 14. 
| 4 55.8 39.6 28. 19.7 
: 5 95.6 67.8 48. 33.8 | 
6 154.5 109.5 77.5 54.7 | 
| 7 228, 161.6 114. 80.7 

8 326. 231. 163. 115.4 





ance will be attended by a corresponding decrease in effici 
ency, or in the amount of service rendered. 


Table 7. Gauge Pressure 30 Pounds. 
Weight of Steam, in Pounds, Flowing per Minute | 
through Pipe. 
Pressure drop in 100 feet of 
1 Pound. % Pound. 4 Pound. 





length. 


Diameter of | 
1 Pound. 


Pipe—Inches. 





2 9.8 6.9 4.9 3.4 

2% 17. 12. 8.5 6. | 
| 3 30.5 21.6 15. 10.8 
| 3% 44.6 31.6 22. 16.8 

4 60.9 43.2 30.5 21.5 | 
| 5 107.3 76. 53.6 38. 
| 6 173.5 123. 86.7 61.4 | 
| 7 256. 181.5 128, 90.6 
8 362 256.7 181. 128. 





Many systems of heating are now being installed—partic- 
ularly for residence heating—in which the pressure may vary 








Table 8 Gauge Pressure 40 Pounds. 
Weight of Steam, in Pounds, Flowing per Minute 
through Pipe. 
Pressure drop in 100 
1% Pound. 


feet of length. 
1% Pound. 


a 


Diameter of 


l’ipe—Inches 1 Pound. % Pound. | 
2 10.8 7.4 5.4 2.8 | 
2h, 18.7 13.3 9.3 6.6 
3 33.5 23.7 16.8 11.8 | 
3% 18.8 34.6 24.4 17.3 
4 66.7 17.3 33.3 23.6 | 
” 117.5 83.3 SN 11.6 
6 190. 134.7 95. 67.2 
7 280. 198.5 140. 99.2 | 
8 396. 279.8 198, 140 





from somewhat below atmosphere to possibly 2 pounds of 
steam. The change in the density of the steam, and the re- 
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sulting change in the amount of friction, might ordinarily 
require a change in pipe sizes. If the piping was installed on 


Table 9. Gauge Pressure 50 Pounds. 
Weight of Steam, in Pounds, Flowing per Minuté« 


through Pipe. 

Diameter of l’ressure drop in 100 feet of length 
Pipe—Inches | Pound . Pound 1% Pound lh Pound 

yA 11.7 8 3 >8 i. 1 

2 he J) 14.2 lt) i 

> a6 26D 1s 12.4 

! 2 7.3 26 IS 6 

{ i: 1 36 / 

) 127 90 63.5 6 

¢ JOD 145.3 1’ " 

7 103 214.8 51 Lg 

‘ 428 303.4 17 lod.o 

the basis of a large drop in pressure, when operated at a 


gauge pressure of 2 pounds, the job might fail to circulate 


Table 10. Gauge Pressure 60 Pounds. 
Weight of Steam, in Pounds, Flowing per Minute 
through Pipe. 
Diameter of Pressure drop in 100 feet of length 
Pipe—Inches 1 Pound. % Pound % Pound % Pound 
2 12.5 SS 6.2 14 
| 2%, 21.6 15.3 10.8 7.6 
| 3 38.7 27.4 19.3 13.7 
3'e 56.4 40. 28.2 20 
4 77. 54.6 38.5 27.2 
° 135.8 96.3 67.9 48 
6 219.5 155.6 109.7 46.7 
7 323.6 229.4 161.8 114.5 
8 457.5 324.3 228.7 161.9 


to all of the radiators when operated at the lower pressure 


and temperature. Facts of this kind should be kept in mind 





| Table 11, Gauge Pressure 70 Pounds. 
Weight of Steam, in Pounds, Flowing per Minute 
Through Pipe. 


| Diameter of Pressure drop in 100 feet of length 
| Pipe—Inches. 1 Pound. % Pound. 4 Pound. \% Pound 
yA 13.2 9.3 §.6 4.6 
| 21 22.8 16.1 11.4 . 
3 41. 29. 20.5 14.5 
3%, 60. 42.5 30. 21.2 
4 81.5 57.8 10.7 28.8 
5 143.8 102 71.9 50.9 
| 6 232.5 164.8 116.2 $2.3 
7 342.8 243. 171.4 121.3 
~ 484.6 343.5 242.3 171.5 


constantly when determining the size of pipe required for a 


heating system. It may cost a trifle more for piping of ade 


Table 12. Gauge Pressure 100 Pounds. 
Weight of Steam, in Pounds, Flowing per Minute 
Through Pipe. 
drop in 100 feet of length. 


Diameter of Pressure 


i Pound. 


| Pipe——Inches. l Pound. % Pound. % Pound. 

| 2 15.1 10.7 7.5 5.2 

| 2% 26.2 18.5 13. 9.3 | 

3 47. 33.3 23.5 16.6 

| 31% 68.5 48.5 34.2 24.2 | 

| 4 93.5 66.3 16.7 33 | 

| 5 165. 117. 82.5 58.4 | 

| re 266.7 189, $3.3 94.4 | 

7 393.2 278.6 196.6 139.2 
§ 556. 394.2 27% 196.2 | 








quate size, however, the increase in efficiency is well worth 


the difference in price. 
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It was said at the Bureau of Internal Revenue this week 


that an appeal would be taken trom the recent decision of 
the Federal Court in Connecticut which held that the profits 
received from the sale ot stock by persons other than 
brokers were not taxable as income 


Pending the construc 


tion of the law by the Supreme Court of the United States, 


such profits will be collected as part of the mcome 
such profits will be collected as part ot the tax. 
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ORDER HOUSE COMPETITION. 


i! By Louis Friday. 
t lied the i raddcr hewuse tuation oT bout tes cars 
I rio it} New Ye stati ais thr uige li ut the 
tt when | attended the state and national conventions tfo1 
riod r twent Cal me to ft nclusion that 
t vay to t ft Mic order house i mpetith li 
i] [dur 1 escarch of t eal | tound 
thy mall cith that the ‘ ilwavs a certam class oft 
number lrrespecti ot he rong they telt toward. the 
{ Live vere rhe i t t ect tout wmistaliation, 
it by ini mmpertect voods trom 
poly house te wet mail ordet use competition 
the larger citi found that a number ot small supply 
ould sell direct to t customet e goods would 
talled | ther the eviman ot ister plumber 
ict ecame | ‘ fo the chants of Ul iste plum 
ere a t for mail order | set out 
mpetition much WW hye th materia 
tor 1 own installation, but to vet in touch with the mail 
ments and tats ile manship | ected that part 
t cit whet Most >] thre eC] iT11¢ | y hie lye 1 oht ' 
t the homes on the installment plan, whict ul been but 
out ter cal | wing that they wer it position to 
r a heatine plant \t tl pe riod | traced Ww that th 
la tf home owner vas bemy tlooded with mail order cat 
y [| mailed out a prospect letter, with card. Upon return 
t post card, | would make a personal visit [| would have net 
| ct ind cut tr th ivy mail ordet hravtts ilseo th 
heapest boilers IT could buy on the market outside ot the 
| would go over with the chent the boiler and the sv 
Phen | would go over the boiler question and system of 
‘ atu previo \ Tf rwarded te them. which vould bye 
let Right here is where salesmanship must be gen 
uld pomt out economy, weight, and thickness ot boiler, 
tiie KM Of Castins chr i}) holes and high grade houler. whe ré 
nade from, namely, old scrap or pure pig iron of good quality. 
ln most cases | would convince them and install the entire 
t. If they msisted upon quotations, | would quote them on 
the cheap boilers only Then a form would be submitted, price 
f material on one side and radiation and rooms on reverse 
at This would be followed up. [If still msisting on buying 
ystem to install themselves, | would sell it in the case of 
emy hich and seeing that they were going to buy trom the 
mail order hous | would put up the fact that it was worth 
per cent to 10 per cent more to them to have their plant 
peration, whereas 1f a mistake was made or a casting, or 


material lost, it would require much longer to get the plant im 
peration, but as we were on the ground a remedy could be 
ipplied at ones | also pointed out that it was difhcult to give 
ict measurement of pipe connections cut at the factory, be 
tween main and radiator connections through floor, and they 
uld have to be cut over: their cost of tools or cut over would 
run up to 5 per cent of the piping. In a great many cases | 
d material, getting a better price than the mail order house. 


In the plumbing trade, | would mail a circular to prospects 
located chietl, outside thy city lymuits would pomt out the 
reat danger of tmstalling the 
vy that the apparent sav 
gering the health of th 
tronely to the mother that 


children becoming sick through bad plumbing 


~ nsible 


hous competition 


arguinents, 


Remember the war ce 
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plumbing themselves, emphasiz 


mg was not worth thi t§ endan- 
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e family. I put the 
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take 


matter 
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MERCHANDISING she WATER SYSTEM 


Give Practical Demonstrations on the Farm—Have 
a Good Prospect List—Direct Mail Work Valuable 
by H. J. Meyers 


H le R k IS no 


question of the demand—a water sys along the lines ot several contraptions, such as the old wind 

tem is a necessity to the farmer. In this day of mod mill, which functions only when the wind has gained suf 
ernizing the farm home, electricity has made this ficient velocity to drive the propellers, and, the old pump 
development possible. With its various uses it has been a jack with the balky engine, and the gravity tank, which is 
“God-send” to the farmer who has had to depend too much — susceptible to dirt, dust, and contamination in the summet 


This 


effort can now be conserved for those things which are mor 


upon man power to perform the unproductive labors. and the freezing weather of the winter. 


The beauty of the electric pneumatic water system its that 


productive and bring greater returns. it is automatic both in starting and stopping, furnishing the 


The farm light plant, besides furnishing light, has even a equivalent of city water service and making it possible for 


greater utility in furnishing power for operation of the va 


rious labor and time-saving devices, which have removed the 


drudgery and added comfort, ease and happiness to the farm 
er’s life. 
Conveniences on the Farm. 


Heretotore, after the farmer had spent the greater portion 
of his life on the farm, he sought the city for the life of ease 


the farmer to enjoy the same conveniences of a steady and 
tolks 


water under good pressure at the turn of the 


dependable water service, as the city have. Running 
faucet, when 
and where needed, makes it possible for a modern bath room, 
and sanitation; water at the kitchen sink and in the laundry, 
besides running water stock, 


world of 


for sprinkling purposes, ete 


This convenience has a meaning in the farmer’s 

















a 





A Good Window Display Is a Valuable Asset in Selling Water Supply Systems. The Boys in Overalls, Draw- 
ing Water, Help to Draw Business. 


and conveniences supplied by modern equipment, but since 
it is possible to have, on the farm, the conveniences that 
the city folks have, he has been quick to appreciate the ad- 
life that of As 
home modernization progresses, there is no doubt whatever 
but that there will be less migration to the city than in the 
past. Young folks of the farm leave home for the attrac- 
tions and conveniences of the city, but with a modern home 
on the farm the city will have to hold far greater induce- 
ments than ever before to bid for the young life of the rural 
communities. 

The electric pneumatic water system is one of the things 
that is making farm life a pleasure instead of a drudge. The 
average farmer’s conception of a water system has been 


vantages of country over the city. farm 


household and in any number of instances has been more 


desired than light, consequently the farmer has purchased a 
light plant in order to get power for the water system 
Practical Demonstrations Make Sales. 

The question naturally arises how the story of the water 
system can be brought home to the farmer with the most 
telling effect. 
strator. 


It is possible with the automobile demon 
An accompanying illustration shows an mexpensive 
outfit of this character. The the 
system right to the farmer, where it is demonstrated with 


contractor carries water 


telling effects, and after it has been demonstrated the farmer 
is sold because he pictures for himself just what that water 
system would do on his farm, saving time, labor and expense, 
out of life. 


and taking some of the disagreeable things 
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plumber, window 


room exhibits are necessary features in the sales promotion 


t water ystems, and we ofter suggestions in photographs 


: » > 
1, | . . cl _ 7, ‘ . 
pep! mduced herewith which Willi give the reader SOTMNC good 


ideas in this respect. 


[he contractor handling light plants has the advantage 
over those who do not, because of the tact that he creates 
exceptionally good prospect for a water system when he 
f n eiectt ioht plant ind Wm most Cases, sells both at 
the same time The light plant and water system go hand 
hand. and where you find one you generally find the other 


Building the Prospect List. 


lo make le you must have prospects and these are eas 
ired mm many WaAVvs Names of electrical CONSUMES 

" , ’ ' a 
T tained from the electric light companies, particu 














An Automobile Fitted Up for Practical Demonstrations. 


suburban and rural districts, be 
Cultivate the 


who live in the 


reach ot the city water service. 


hip of the county farm agents who essentially are in 
terested in all farm improvements. They can give you some 
very wood leads as they are in close touch with the tarmers 
in their counties and the tarmer’s needs. 

\rchitects can furnish names of good prospects in towns 
where sub-divisions are being promoted. See the real estate 
agents for names of new home builders. Make reciprocal ar 
rangements with dealers in implements. They are tamuliar 
al districts and can recommend prospects or provide 
general lists \lso keep in 


i 
also valuable. as they enable you to pick out the 


a“ 
~_> 
— 
-—< 
— 
-_ 


touch with well drillers lax 


records are 
most prosperous tarmers in your section 
\ direct-by-mail campaign will also be found of 1mmeas 


urable assistance to the plumber in creating interest and 


desire upoONn his prospects ror a water system. he plumber 


finds selling easier where this direct-by-mail campaign has 


been put mto eftect. Prospects should receive a good letter 


or circular at least once a month. 
Water supply systems, like any other specialty, must be 
ld Consistent effort is necessary to get your story across 


to the ultimate user. Plumbers handling water systems also 


have the opportunity of building a more protitable business, 
because when the water system has been sold, it creates fur 
ther business in plumbing supplies, such as bath tubs, toil 
ets, sinks, et 

Water systems are rendering a great service to humanity, 
and plumbers selling them can fee! with pride, that when 
they have sold a water system, they are sharing in the sat 
isfaction of doing a real service to mankind. 


Receipt for an income tax entitles a man to talk about 
“our part in the war.” The cost in dollars is yet to be met. 


with thankfulness. 


Pay if 
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Daniel Colestock. 
one of the founders of the Joy Radiator 








C olestor k. 


Daniel 
(«o.. Titusville. Pa... 


Radiator Co.., 


which was absorbed several years ago by 


the American died at his home in Titusville on 


uesday, January sth. 

James N. Coons. 
James N founders and member of the 
plumbing and heating tirm of Coons & (solder, Jacksonville, 
'la., died in Mosely, Va., on 
West Evergreen 
is a member of the Masoni 

Henry B. Francis. 


years plumbing 


( ov ns, one ot the 


Tuesday, January 25th. He was 


buried in the Cemetery, Jacksonville. He 


lodge in Jacksonville. 


Henry bh. Francis, for inspector of 
Camden, N. f., 
Dewey, hero ot Mamila Bay, died at his home in West Collings 
lle had 


vears identified with 


Malt 


and in his youth a shipmate of the late Georg 


vood on Monday, January 31st, in his eighty-fifth year. 


een dl only two davs. He was for many 


the Republhean party in South Camden, having served two terms 


in the City Council and eight years on the Board of Education 


\Ir. Ikrancis was the tirst plumbing inspector of the city, ap 
Is92, and held that position until his retirement 


lO16. He 


oited July 1, 


nm January 1, is survived by his widow, a son and a 
daughter 
W. J. McGuire. 

W. J. MeGuire, plumbing and heating contractor in To 
ronto, Ontario, Canada, for more than forty years, died at 
his home in that city on Friday, January 28th, in his 82nd 
vear. Mr. 


ada in his youth. 


McGuire was born in Ireland and came to Can- 
He installed the plumbing and heating 
He had 


circle of business acquaintances and had friends in 
life. 


equipment in some of Toronto's largest buildings. 
a laree 
Two sons and two daughters survive 


manv walks ot 


him. 


HEAR YE! 


\When a cow, a horse, or a rick of hay was to be sold; if 
an election were to be held or a dissenter whipped; if a bond 
man had run away; if a ship were making the harbor with 
the l¢test furniture and furbelows from Old England: when 
steve 


lanting and Simon Gee was inaugurating his ferry to Win- 


Hopkins wanted help to clear stumps from a corn 
}) 
nisimmet at a penny a head; or if a lecture of uncommon 
vehemence were to be delivered the town crier was equally 
in demand. There was advertising in those days. 

“Hide not your light under a bushel,” quoth the Pilgrim 
Fathers. Sometimes they had no bushel to hide it under, but 
they treasured the precept just the same and much of their 
success may be traced to the fact that they kept themselves 
well informed and were eager to inform others concerning 
every opportunity and enterprise which engaged their atten- 
1ON}, 

[t is a matter of authoritative record that a startling per- 
1920 were 


centage of the business failures during among 


merchants who failed to advertise. —Boston News Bureau 


One of the largest plumbing permits issued at Hartford, Conn., 
has just been granted by the supervisors of buildings to Wheel- 
er & Mahoney of 20 Park Avenue, Hartford, for work in a 
large building being erected on Main Street for the American 
Industrial Bank & Trust Co. Wheeler & Mahoney estimated 
the cost of their contract at $96.000 and paid a fee of $480. 
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This department is a clearing house for Ideas and Is open to every reader of ‘‘Domestic Engineering.’”” Problems sent 
| In are replied to at the earliest possible moment by ‘‘Domestic Engineering,’’ and this department can be made more 
| valuable if readers themselves will help the man who needs assistance. Read the questions and answers. if you have 
had similar problems, or know from experience how the faults can be remedied, do not hesitate to send in your comment 
or criticism. It will be some satisfaction to you to know that you have helped a fellow craftsman and a pleasure for us 
to pass on the data. “Every man owes some of his time to the upbuilding of the profession to which he belongs.’’ 














WHY THE INNER TUBE IS USED IN A RANGE lf a hire happens lo ay burnime ll a range Wwatlet at LtcT, i 
BOILER. water bottle in the furnace, the water heater, or bottle wall 

become heated perhaps red hot because it 1 then empty 

Editor “Domestic Engineering” :—Will you kindly give me When the boiler is refilled with cold water the sudden rush 
your opinion of the sketch shown in Fig. 1 herewith? It shows of water into the red hot heater may either crack the heates 


a hot water boiler supplied trom the bottom. 4 1 self, think CT exple de it 
































it is bad practice and not practical. It should be fed from the lt is principally to guard agaist such accidents, we behev > 
top through a tube to prevent the cold water from = running that the practice of feeding cold water to boilers down through 
through the coils too fast when water is drawn. Windly let me the top with inner tubes has become veneral. It 3 nsidered 
have your opinion. the satest and best plan : 
Michigan. W. M. J. aie 
MEASURING CONDENSATION BY METER IN 
hig. 1 shows the cold supply connected into the pipe at bot- CENTRAL STATION HEATING. 
tom of range boiler. There is no inner tube in the boiler. 
The hot water comes from top of boiler and tlows direct to the Editor “Domestic Engineering” :—A goodly number of thi 
fixtures. The hot water from furnace coil and gas heater both buildings in this locality are heated by steam furnished by a 
deliver into a pipe which drops down and enters top ot range city power plant \ large portion of the same being exhaust 
hoiler. steam thus contamimeg considerable moisture lt is tound ad 
This layout 1S wrong in two Ways. first the hot flow pipe Vantageous to use a good steam and water separator on. the 
from heaters is air bound, where it drops to the boiler. That mains, as they enter the respective buildings to be heated 
will stop or very much impede circulation between the range Take tor example an apartment house, it 1s much more sat 
boiler and the two heaters. It can be remedied, that 1s relieved istactory to the respective tenants to pay for the amount ot 
of its air by connecting it into the side of the hot supply quite steam that they use. Is there a practical method tor measur 
close to the boiler with a 1-inch reamed close nipple. The ing the same by meter? Could this not be accomplished sati 
second fault lies in the method of connecting the cold supply. tactorily by installing on the return ends of each radiator a 
It should not connect into the pipe at bottom of boiler. lt halt inch thermostatic trap and connect these up and bring thr 
HOT SUPPLY condensation to a respective meter and by so doing, it would 
. 7 measure quite accurately the amount of steam the tenant 
, should pay tor in their respective apartments lt thi ould 
| Z , be worked out practically, it would save considerable ove 
A hauling of a system, which the writer has in mind 
e FURNACE Any information that you could give pertaining to thi 1h) 
ject would be greatly appreciated by the write 
AS HEATER , 
ss . Dy. Ss. | 
_ Coit When steam trom a central plant is turnished for warming 
iy | | buildings separately owned or occupied, the only equitable meth 
— -< od of dividing the expense or the pay tor the service rendered 
. is to meter the condensation. By this method each party then 
a ig. 1. Pays ¢ nl \ fe yr the | leat he uses 
should enter at top and be provided with a regular inner tube While it is true that all steam at the low pressures ordinarily 
having a vent hole near its upper end. used for heating contains more or less moisture, yet the supply 
The reason why the bottom feed plan shown is unsatistactory, te each building should be as free of water as possible in ordet 
is not because cold water will rush too fast up through either — that the condensation passing through the meter will accurately 
heater, but because there is danger of an explosion. register the amount of steam condensed in heating the building 
When the stop and waste is closed at cellar wall to shut off A separator, placed on the supply In a manner, as noted in 


water from the building the opening of a hot water taucet the above communication, will no doubt remove the larger 
will allow the range boiler to become siphoned empty. It will part of the water carried in suspension with the steam. 


siphon through the cold supply line and be drained at_ the \s to correspondent’s question regarding a practical method 
aforesaid stop and waste. of measuring the condensation by meter, would advise that 
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this is beimg accomplished in a satisfactory manner in many 
it nd towns where a central heating plant is im use. 
ihe water of condensation, from a main return pipe, is trapped 
‘ - ies } ’ ‘ : . 
oling coil (usually composed of several sections of 


lirect radiation assembled as a stack), and from the cooling 
meter, which in turn discharges it to the 
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RETURN FROM l | FR \d site 
HEATING APPARATUS ig q 
| | 
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- | 
| | METER, 
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_ a 
i i 
Se 
c= = To SEWER 
-— ae 
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_~ 4s r — v? s 3 mr £ “ - - r — > — . mee. 
Fig. 1. 
ewer That all heat units in the water may be utilized for 


common practice to enclose the stack in a casing, 


eating, it 1 


top of which a hot air pipe is run to a register 


opening in the floor or side wall of the room above the cooling 


coil tig. 1 illustrates the method of imstallation. In some 
ork the bottom ot the casing 1s lett open so that the base- 
ment air can pass upward through the radiator, as ilustrated. 
ln other imstallations the bottom of the casing 1s closed and 
i cold air duct is provided. Note that the overflow from the 


hottom of the radiator and the connec- 
meter is taken trom the top. The 
the 


radiator traps as suggested, or the 


rath connects mito thre 
te thy, 


| ae «| 


thermostatn 


, 
radiator}! 


idiator is therefore with water all ot time. 


The use of 


e ot fractional valves on the radiators are details making 
for economy in operation, and consequent smaller bills for serv- 
have no bearing upon the method of metering the re- 

1 vater or condensation 





HOW TO INSTALL ANTI-FREEZING PLUMBING 
AND A SEPTIC TANK. 


beclite “Domestic Engineermg” | am writing you for a 
itthey information relative to the septic tank, also the most 
eastble toilet bowl to use under circumstances that I am about 
plain. You are no doubt aware of the tact that the state 
f Montana, is quite cold in winter, therefore plumbing 1s an 
item that needs serious consideration im this locality It has 
devolved on me, however, to endeavor to submit some way 
of imstalling two toilets in a building where there is no heat 
also to take care of the SCWalec, the re bye my only a storm sewer 
| have considered the septic tank, but I tind the basement to 
he lower than the storm sewer. 


tank in the building 


Or would this 


| ptic 


Would it be practical to install a 


the first floor above basement ? 


proper, Say on 


he considered unsanitary? I would appreciate a little informa- 
tion relative to the correct construction of the septic tank from 
your point of view and experience. The tank would not neces- 
sarily be a large one, as the place is only occupied about twice 
a week and from twenty to thirty persons each time. The 
toilet is quite a problem also. The water from the supply can 
be taken care of by means of a stop and waste, and of course 
the tank can be flushed. The water in the trap of the bowl 
itself is the question. Is there any kind of a bowl that would 
apply to this situation? If so, any information you can give 
me will be thoroughly appreciated. 

a < 


Montana. 
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best plan is to install two anti-freezing closets 
“Domestic 


We think th 


such as you sce advertised from time to time in 


Engineering.” 
Of course, they are of the long hopper variety and have the 
traps under ground below frost. The anti-freezing flushing at- 


tachments form a part of these closet combinations. 


We also suggest, if the cellar freezes, that some plan be 


conceived whereby the closet traps will be set under ground 


below frost. This may mean a separate outdoor toilet room. 
Or if there is a convenient part of the present building where 
there is no cellar dug under it, that would be ideal for such 
a toilet room. 

The lavatory supply and trap could be taken care of in the 
same way. 

On the supposition that a suitable room can be found in- 


side the building for a toilet-room, with no excavation under 


it, we present Fig. 1 as a way by which you may be able 


to overcome the difficulty. 

Two anti-freezing closets are installed. Their traps are be- 
frost line. They are flushed from a compressed air 
storage tank The fills the 
tank is also below frost and is operated by the closet seat. 


low the 
over each closet valve which 

When the seat is pressed down by the weight of the user, 
the underground valve is opened. Water rises up the flush 
pipe and into the tank. At this stage the flush pipe valve to 
closet bowl is closed automatically. The water pressure com- 
presses the air in the tank partly filling the tank with water. 

When the weight is removed from the seat, the seat rises 
a little, the flush valve opens full, the water valve underground 
closes tightly, and a waste port at underground valve is opened 

all automatically. The waste port is piped to the closet trap 


48 ANTI -FREEZIMG CLOSETS 


7 GROUND LINE 
| / COLD SUPPLY BELOW FROST 





ee ir me STORM SEWER 
; — aa 


_ 





—“Sepnic TANK 


BASEMENT 
LOOR |. 


Fig. 1. 


on house side of seat, and drains the piping all down below 
Irost, 


[he lavatory has a nozzle instead of a regular basin cock. 


The shutoff cock or valve, supplying this nozzle is of the stop 
and waste varicty, It is also located below ground, being op- 
erated by a rod extended up to a convenient place near the 


lavatory. The lavatory trap also is below frost 

By leaving the fixtures located on tirst floor as shown, they no 
doubt are high enough to allow for a septic tank underground 
about as shown. This may discharge into the storm sewer d1- 
rect, if it is permissible to do so 

Should it be necessary to filter the septic tank effluent before 
it goes into the sewer then an underground average sewage fil- 
ter of the usual kind should be installed between septic tank 
and storm water sewer. 

The main drain should be iron and extendetl up through the 
roof for ventilation. The air from storm sewer passes up 
through the septic tank, through the house drain and out at 
the roof. 

It will be necessary for the person in charge to keep the 
closets well scoured to prevent fouling. We think the above 


will help you. 














“TAKE a BATH EVERY DAY” 
CAMPAIGN 


Winning Slogan, “A Bath a Day Keeps You kit Every Way,” 
Won by Miss Ruth Goldstein of New York City, Who Gets $25.00 
Prize—Contest Decided at Ad Men’s Conference, Evansville, Ind. 





RUTH  GOLD- 
STEIN of New York 
City submitted the best 


| ISS 





ot 1296 slogans sent in to the 
Kditor” of “Domestic 
“Take a Bath 
Every Day” Campaign. Her slo- 
“A Bath a Day Keeps You 
Way,’ 


prize of $25.00 by seven adver- 


Slogan 


Engineering's’ 


ME * ns 


Vall, 
Fit Every was given the 
tising managers of concerns in 
the plumbing and heating field 
attending the Ad Men's 


ference held in Evansville, Ind., 


Con- 





ago at the head- 
National 


Bureau. 


two weeks 











quarters of the Trade 


Miss Ruth Goldstein. IK xtension 


Miss 


rapher in the New York Office of the Curtainless Shower Co. 


Goldstein 1s a_stenog- 
member of that organization participated in 
President S. J. Cutting, 
said to his employes 


Practically every 
the slogan contest at the suggestion of 
who, unknown to “Domestic Engineering,” 
that if any one should win the prize he would pay the win- 
ner an additional $25. 

Never in the history of “Domestic Engineering” was there 
interest and than in connection 
with the contest to find the best slogan to bring out the value 
of the daily bath. 
supply salesmen, journeymen, plumbers and 


more nation-wide response 
Advertising managers, plumbing and heat- 
ing contractors, 
steam fitters’ helpers, stenographers and bookkeepers, all con- 
tributed their efforts, and “Domestic Engineering” takes this 
opportunity of thanking everybody for the help they rendered 
in arriving at a suitable slogan that will be used to educate 
the people of this country in regard to the benetits of bathing. 

The advertising managers who decided the contest were: 

Jos. T. Sullivan, Thomas Maddock’s Sons Co., Trenton, N. J. 

Chas. B. Nash, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 

M. W. Lansing, Trenton Potteries Co., Trenton N. J. 

Robert L. Shepherd, Bastian-Morley Co., La Porte, Ind. 

A. V. Gemmill, Speakman Co., Wilmington, Del. 

J. W. Kramb, Humphrey Co., Kalamazoo, Mich. 

G. N. Wallace, Hoyt’s Service, Inc., New York City. 

Selecting the winning slogan of close to 1,300 contributions 
was no mean task to place before seven advertising experts, 
and it was only by a careful process of elimination that they 
succeeded in narrowing the prospective winners down to a 
score, then to ten, five, and finally to the two which were almost 
identical. In thought they were the same, the only difference 
being in one word. The closest to the winning slogan was 
that submitted by Homer B. Kline, 511 Rosedale Street, Wil- 
kinsburg, Pa., whose slogan read: “A Bath Every Day Keeps 
You Fit Every Way.” This and the following slogans were 
given honorable mention by the judges: 





“Your Health A. H. Van Voris 
(Cobleskill, N. Y. 

“With a Bath a Day, Health Comes to Stay”. 
Strickler, Wyncote, Pa. 

“Pave a Successful Path With 
A. Neuner, Poughkeepsie, N. Y. 

“The Hygienic Way is a Bath a Day”. 
beth, N. J. 

“A Daily Dip Will Keep You Fit”. 
ester, N. Y. 

“A Bath Each Day is the Healthful Way”. W. S. Simpson 
Canton, Ohio. 

“A Daily Dip Will Keep You Fit” 
CaLgo, Ill. 


A Daily Bath’. 


Insurance 
Matth A M 


a Daily Bath”. Marguerite 


le liza- 


Phil Schmidt, 


H. C. Hayden, Roch 


john ITD. Brewer, Chi- 


“Try a Bath Day, See How Healthy You Stay’ 
Keith L. Morgan, Bronx, New York City 

“A Bath Each Day Means Health Will Stay” 
Look, Madison, Wis. 

“A Bath a Day Makes Health, Wealth, Good Pay” 
B. Patterson, New York City 

“The Daily Bath and the 


Every 
Walter O 
i. Fi. 


Cheerful Grin, The Combination’s 


sound to Win”, Dorothea LaGai, Burr Oak, Kansas 

“Nighty Tub, Morning Dip, Surest Way To Keep You 
Grip”. Mary E. O'Neill, Chicago, III. 

“To Grow As You Ought Ter, Bathe Daily in Water”. 


Gerald Stanley Glenn, Bryn Athyn, Pa. 


“Bathe Every Day To Live the Right Way”. Ray E 
Belyea, Toronto, Canada. 

“Breathe Deeply and Bathe Daily”. R. A. Hall, Dallas, 
Texas. 

“A Bath a Day is the Healthy Way”. Harold J. Baum 
Seattle Wash 

“Sab-bath and Daily Bath Keep Soul and Body Healthy 
Joseph C. Lackey, Long Branch, N. J. 


“A Bath a Day and No Germs Can Stay”. Lula M. Maize, 
Kirksville, Mo. 

“A Bath Every Day Doesn’t Cost Much, But It Pays Well’. 
Gladys M. Davidson, Kokomo, Ind. 

“Daily Bathing for Health Unfailing”. 
York City. 

“A Bath Every Day is the Healthy Way”. H. P. 
dyke, New York City. 

“A Daily Bath Produces Wealth by Keeping You in Better 
Health”. C. W. Patuquire, Arlington, Mass. 


In addition to giving honorable mention to the foregoing, 
the judges were unanimous that R. B. Wilson, Jr., a plumbing 


H. Hambrock, New 


Meulen- 


and heating contractor of Newport, R. I., was deserving of 
much praise for the manner in which he undertook to get his 
entire organization interested in the campaign. Mr. Wilson 
tore out the page in “Domestic Engineering” announcing the 
slogan contest and tacked it up in his shop, with the result 
that everybody took a chance at the $25 prize. Here are the 


slegans sent in: 
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‘hor Health and Sanitation, Take a Bath Each Day. RB 
\\ I, 
bathe Freely and Daily”. Mary C. O'Connell, Bookkeeper 
\ Bath a Day Keeps the Germs Away”. William Tras 
teamtitter's. Apprentic 
soap and Water ws Cheap, Bathe Daily’. Sidney Walliams, 
teamfatts 
kor Health and Vigor Take a Bath Each Dav.” Everett 
hildre Mpa 
\ Batl a Day bristire Health wid Hlappine ss) Monts 
na Steambittes Helper 
(Oh, tell me pretty Maides vhat makes vou look so sweet, 
! ! ht] ith | take t etore | yo tO sleep 
Krederick Walson, Plumber 
‘Tal ba acl } 
» Most People aA 
Will Tal \ll the J] \wa 
[he truth ot which we cannot sa\ 
But it i? t i} a chance \ny Way 


Mitchell, Plumber 


~ 
— 
- 
— 





“After’’ 
The Young Son of G. E. Graham, of Chillicothe, II. 


‘‘Before”’ 


’ 


halt the people that are laid away, would have been hers 
ct ad the taken al hath each da ) Silas Ward. Pruck Driver 
\ Hot Bath on Retiring is Good for Sound Sleep, 
But a Cold Dip m the Morning Puts Pep m Your Feet” 
Joseph M. O'Connell 
(, bk. Graham, of Chillicothe, TIL, also got a good share of 


praise trom the advertising experts for his unique presenta 


n addition to submittmme ten good slogans he contributed 


~s 


a poem entitled “The Six Ages of the Daily Bather” 
‘\ bath each day keeps babies sweet, 
\ bath each day makes children neat, 
\ bath each day makes voung tolks happy, 
\ bath cach day makes workman snappy, 
\ bath each day at middle age 
ls best for all men, saint or sage, 
\ bath each day as lite grows sere 


Brings spring's tull joy at closing vear.” 


kour mteresting photographs taken especially for the occasion 
also accompanied Mr. Graham's slogans and verse. The pic 
tures were entitled “Knights of the Bath.” The first. picture 
showed Mr. Graham, in his work clothes, sitting on the back 
porch of his home, with his dog, a tine, woolly sort of a canine, 
looking more or less expectantly at the photographer. This 
was entitled “Before.” 
showed Mr. Graham and his dog sitting m the same place, but 
completely transformed after their imitiation as Knights of the 
Bath. The dog has a coat as white as snow and the look in 


his eves cries shame to all other quadrupeds of unclean per 


son who may glance at his glorious exterior 
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Picture number two, entitled “After.” 
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hree and tour, reproduced herewith, show Mr. 


— 
_ 
~s 
+ 
~ 
/ 
rsd 


(sraham’s son, photographed in the bathroom “‘Betore” and 


“Atter”” Verses also accompanied these pictures 


This kew pie takes a bath each day, 


You'd sure not say it doesn't pay. 


This kewpie cook, with upward look, 
ls looking for a rai, 
Though bathing’s over for today 


He wants to splash again 


Krank Ro King. of the State Board ot Health, Madison, Wis.., 


leman who showed unusual interest in the 


vas another gent 

gan contest In addition to sending in many good slogans, 
he went to the trouble of gettmmg up tive clever designs em 
phasizing the value of the daily bath. 
fdward P. Shurick, advertising manager of the Fulton Co., 
Knoxville, Tenn. also submitted an interesting sketch in 

lors —“A Best Aid To Health A Day.” His sketch was so 
designed that the words “A Bath a Day” stood out boldly, the 
first letters in the words Best, Aid, To and Health, spelling 
the word Bath 

\ matter worthy of especial mention 1s the fact that hun- 
dreds of ladies participated in this contest. Many of the slogans 
they submitted were meritorious, and inasmuch as it was a 
young lady who won the $25 prize, it behooves men 1n_ the 
plumbing and heating field to dotf their derbies in Miss Gold- 
steins honor 

Lack of space does not permit “Domestic Engineering” to 
publish all of the excellent slogans sent in from all parts of 
the country and Canada. The winner, “A Bath a Day Keeps 
You Fit Every Way,” will, we hope, eventually become one 
of the most famous slogans in America. Plans are under way 
to) give the slogan a great deal of publicity in newspapers and 
magazines. If every plumbing and heating contractor, manu 
facturer and jobber uses it in his advertising matter, on letter 
heads, envelopes, etc., the benefits will become widespread in a 


comparatively short time. 


NEWS OF THE WORLD. 

Estimates made by the Dow Service Daily Building Re- 
ports for the territory roughly covered by the metropolitan 
district of New York indicate a 35 per cent of normal build- 
construction movement this spring. 

F. W. Dodge Co. lias issued a review of building opera- 
tions in 1920 and forecast for 1921. It states that the amount 
of money involved tn construction contracts during 1920 1n 
twenty-five northeastern states was practically the same as 
in 1919. On account of the greatly increased construction 
cost, this amount of money, something over $2,500,000, paid 
for the volume of construction nearly one-fourth less in 
1920 than in 1919. It also states that the construction 1n- 
dustry enters the aew year under conditions very similar 
to those that prevailed at the opening of the year 1919. 

Commissioner of Immigration Wallis stated before Con- 
zress recently that there was need for inspection of aliens 
before leaving Europe and for a rigid examination after their 
arrival at American ports. He recommended that tacilities 
be established overseas for such inspections and declared 
that 90 per cent of the immigrants arriving under the exist- 
ing system, would be denied permission to sail if examined 
at the ports of embarkation by American officials. The com- 
missioner stated that reports of the Public Health Service 
indicated that eastern Europe today is in the grip of tour 
epidemics—typhus, typhoid, dysentery and tuberculosis. He 
declared that Europe was “literally moving to the United 


States.” 
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HEATING ENGINEERS’ MEETING 
LARGEST in HISTORY 


Over 500 Present in Philadel phia—Eastern Pennsylvania Cha p- 
ter’s Efforts Successful in Every Detail—Many Valuable Papers 
Presented and Work of Research Bureau is Heartily Endorsed 


KETING tor the tirst time in annual convention out 
side of New York City, the American Society of 
Heating and Ventilating Engineers held the most suc- 


cessful gathering in its history in Philadelphia, January 25th-29th, 


as guest of the Eastern Pennsylvania Chapter, the largest chap 
ter in the society. Over 500 members and guests enjoyed the 
remarkable hospitality of “The City of Brotherly Love,” an 
attendance more than double the size of any previous conven 
tion. Three months before the meeting took place, the mem 
bers of the chapter made up their minds to prove conclusively 
to the visitors that Philadelphia does not deserve the reputa- 
tion of being a slow city, but is rather one of the livest in 
the country. The manner in which the members, working as 
a unit, carried out this achievement cannot be expressed in 
words. It was an undertaking complete in every detail and 


an inspiration to all members of visiting chapters. 


most members are in tavor of an merease in dues there 
were nine meetings of the council during the year, three ot 
which were joint sessions with the Research Bureau hi 
report spoke ot the many important undertakings in 1920, 
mentioning particularly the progress in chapter relationship 
and the tine annual and summer meetings The death ot 
Prot. John R. Allen was mourned in the council report It 


ie 6G Ga 


was recommended that the activities of the society 
tinued as in the past. 

Secretary Obert read his report, which covered briefly, 
and chietly, the financial standing of the society lle com 
mended the co-operative spirit existing between the chapters 
and the Research Bureau and the increased activity of th 
chapters Che growth ot the society and the VroWwlly reco 


nition of its importance in the treld of heatine and ventilatine 


Was evidenced in 1920, said Mr. (Obert, by requests 101 chap 





President-Elect Champlain L. Riley, New York City; First Vice-President J. R. McColl, Detroit, Mich.; Chairman of Com 
mittee John F. Hale, Philadelphia, Pa.; Council Members, Professor S. E. Dibble, Pittsburgh, Pa., and E. S. Hallett, St. Louis, 
Mo.: Walter D. Klein, Secretary of the St. Louis Chapter. 


Following the business session in New York on Tuesday, the 
remainder of the convention was spent in the Belleyue-Strat 
ford Hotel, Philadelphia. There was a chimney session, fuel 
session, research session and two additional sessions for pres- 
entation and discussion of many important subjects, making 
the convention a great success professionally. Dean L. A. 
Scipio, acting director of the Research Bureau, had the pleas- 
ure of meeting the society as a whole for the first time, fol- 
lowing an extended visit to the various chapters and _ thirty 
universities throughout the country during the past two 
months. Much interest was manifested in the work of the 
bureau—the name of which was officially changed to the Re- 
search Laboratories. Many of the chapters were well repre- 
sented, the Western New York Chapter having a delegation 
numbering 35 members and guests. 

Opening Session. 

First Vice-President Champlain L. Riley presided at the 
business meeting held in the Engineering Societies Building, 
New York. 

Secretary C. W. Obert read the report of the council cov- 
ering the 1920 activities of the society. The greatest prob- 
lem in the year was that of finance, said the report, and 





ters in the South, Southwest and parts of the Middie West. 
such as Omaha, as well as the Pacific Coast. In spite of its 
difficulties, the society is destined to continue its tine work 
and the Research Bureau is a steppmg stone to higher 
achievement. 

Speaking of finances, Secretary Obert said that the m 
come on the Journal in 1920 was $7,300 and expenses $10,000 
The society’s total income for the year was around $26,000 
and all expenses, $29,000, leaving a deficit of nearly $3,000 
The net cost per member was $23.64 or about double what it 
was a few years ago. 

The question of printing the proceedings was discussed, 
the consensus of opinion being that they should be continued 
and that economy could be effected by cutting down the 
amount of editorial matter in the Journal 

M. Wilham Ehrlich called attention to a law, passed im 
New York state last May, which covers licensing tor protes 
sional engineers, certificates of competency being compulsory 
for present practitioners within two years. He urged that 
efforts be made to waive examination of members of the 
society. 

James A. Donnelly then delivered the report of the tellers 
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ete) ny Vit L JOolidie i‘) that aomcers Aalidi MICs ie 


considered also members of the Research Bureau, was laid 
on the table until] the next annual mecting 
[he meeting then adjourned to Philadelphia for the pro- 
essions 
First Professional Session. 
President Ek. Vernon Hill presided at the opening pro 
fessional session, held Wednesday morning, January 26, 1n 
Bellevue-Stratford Hotel, Phila 


Cahell. 


the Clover Room of the 
delphia. He first introduced Dr. E. T. city statis 
tician, of Philadelphia, who welcomed the society on behalt 
of the mayor Dr. Cahell’s talk was a ¢ 


humor, optimism and statistics and his closing appeal tor 


I 
I 


ever mixture of 


etter Americanism went straight to the hearts of all pre 


ent. President Alva B. Johnson, ot the Philadelphia Cham 
ber of Commerce, also welcomed the convention and called 

‘ > +} ] } +} : 
par ir attention te the 150th anniversary of the birth of 
\merica, to be held in Philadelphia in 1926 





Retiring President Dr. E. Vernon Hill and Mrs. Hill, of Chicago. 


rar kk I { he 4 responded ene bchalt ct the sO ety and 


fitting that the first annual meeting 


| 
Waals Csper let ly 


of the society to be held outside of New York should take 
place in Philadelphia he society was organized with the 
help ot Stewart A Tellett, Ot Philadelphia, who was the frst 
secretary of the society. The society, said Mr. Chew, stands 


for the betterment o1 conditions not only in the schools, of- 
fice binidings. and tactories in our country, but also the 
homes, which are the foundation of our national life and 
progress 

(Obert read a resume ot the busimess session 


Y ork the day Nearly 


400 votes were cast and the report of the Nominating Com 


secretary 
which took place in New previous 
mittee was adopted unanimously Che vote on the increase 
in dues were 362 ves and 17 no Che Research Bureau tund 
at the end of the fiscal vear, July 1920, amounted to $16,554, 
and is now considerably larger 
Obert 


lationship. It called attention to a pronounced need of a 


Secretary then read the Report on Chapter Re 
speaker’s bureau and the advisability of members of the so 
ciety and the Research Bureau visiting the various chapters 
periodically. The report further recommended a means ot 
communication between the chapters and of co-operation for 
larger and better meetings. The formation of a Committe: 
on Chapters, to consist of one member of the council and 
two members of the society, was further recommended. The 
report was received and referred to the council. 

The Report on Code for Testing Low Pressure Heating 
Systems was then taken up. 

Professor Lockwood read a brief paper of criticisms on the 
code; 1, that the new fire is a poor method; 2, deficiency 
based on combustibles; 3, heat balance, should be dropped, 


revised as no standard has been adopted. 


4, ratings should be 
F. B. Howell said that it would be a good thing if manu 
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facturers of low pressure house heating boilers were provided 


with a standard method of rating. Engineers are anxious to 
know what boilers will do. Mr. Howell passed around blue 
‘rints showing two curves labeled “boiler efficiency” and 


| 
} ' 
He was oft 


interval boiler will operate without attention.” 
the opinion that tests should not be confined to one 8-hour 
ring but be continuous. 

bE. A 


trom the original intent of the code It should not be a 


May said that the society seemed to be getting away 


laboratory test condition to establish the boiler’s efficiency 


The point is, What B. t. u. will it deliver: 


P. J. Dougherty said there is a standard method of rating 
‘mong engineers of many years’ experience and that is the 
curve ot perrormance kngineers are interested in the fac- 
tors of boiler capacity, boiler efficiency and length of firing 
period is a vital factor and 


period. The length of fring 


should be ten hours for house heating plants and six hours 
tor larger plants 


Hlomer Addams, 


bre Ssure 


chairman ot the Committee on Code for 


esting Low Heating Boilers, urged full co-opera- 


thon oon the 


ard for determining the value of a boiler would be invalu 


question and said the establishment of a = stand- 


byl to the Se ety 
a 


lle called it a serious matter for engineers, particularly in 


Protessor Christie then spoke ona Code of ket hia ~ 


revard to public relations Che Golden Rule is best, natu- 


rally, but the engineer is often in a dilemma and a code 1s 


necessary to determine what to do and what not to do It 
Professor Christie 


the Ameri 


vould help to guide younger engineers 


called attention to the code of ethics submitted t 
can Society of Mechanical Engineers which provides tor the 
Professional Conduct, on 
whose recommendations the council would act. The A. S 
M. E. hopes to formulate a code suitable for all engineers 
and asked the help of the society in preparing such a code. 


ippointment of a Committee on 


Jellett said all the societies should join in this 
McKiever stated that a national law 1s 
Thornton 


Stewart A 
movement and W. H 
needed to give engineers their proper standing. 
l.ewis, in supporting the code, moved that a committee be 
appointed to co-operate with the A. S. M. E. and associated 
engineering societies. The motion was carried unanimously. 

After Secretary Obert announced the presence of 178 mem- 
bers and 130 guests, the meeting adjourned for a trip to the 
[League Island Navy Yard. 

Chimney Session. 

The chimney session of the professional meeting was held 
in the Rose Room of the Bellevue-Strattord Hotel, Wednes 
day evening, January 26 

The first speaker on the program was Paul H. Berggreen, 
f Copenhagen, Denmark, who read the paper “Influence 
vpon Boiler Economy of Continous Firing of Highly Volatile 
Fuel without Intervening Cleaning,” by A. B. Reck, also of 
Copenhagen. Mr. Berggreen made a special trip from Den- 
mmark to attend the meeting and brought a sample boiler 

installed in the show room of the 
Haynes Selling Co.,, Charts 
and illustrations elucidating the paper were shown at the 


The boiler is of the magazine grateless type, pro- 


which was 
i711 Savsome St., Philadelphia. 


with him. 


mecting. 
vision being made for secondary air to perfect combustion. 

\n illustrated talk on “Radial Brick Chimneys” was deliv- 
ered by W. F. Leggo. . 

\ paper, “Steel Smoke Stacks,” was presented in title only 
in the absence of the author. 

\ lively discussion ensued when the model chimney ordi- 
nance, as proposed by the National Board of Fire Under- 
writers, was brought up. Many criticisms were offered 
against the original draft of the ordinance, and while discus- 
sion took place Secretary Herendeen, of the Boiler and Radi- 
ator Manufacturers’ Association, took the floor to explain 
that action should be deferred until the final draft of the 
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(American Society of Heating and Ventilating Engineers, 


The Twenty-Seventh Annual Banquet of the 
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ordinance 1s ready \ir. Herendeen stated that a 


mittee ot twelve, representing the entire heating and 


entilating industry, had discussed the subject fully, and telt 
that the f ordinance will meet with the approval of all 
rneq \. vote to la the matter on the table was carried 
lt was also voted that a committee be appointed to sub 
ecommendations on chimneys to the National Board ot 
| derwriter 
[hie f n closed with at tllustrate d paper entitle d. “Some 
ee pDarat f iz t t 16-inch Root Ventilators,” by Dryden, 
7 nel tleald. [ S Bureau ot Standards 
Research Session. 
| hie report it the Committee on Research weas t hay rst 
cy nit at the Thursday morning session, January 
ld in the Clover Room of the Bellevue-Stratford Hotel 


| hye report Va read by Secretary Obert 
President | ,ernon Hall, in emphasizing the tmportant 
Tk t the Research Bureau. said the bureau is an accom 


hed tact and the society 1s gratetul to all members of the 


ha nade it so. But the work has only started 

: , ' | 
(| : rh “4 new tool i? mist bye Kept Pra vetting rusty 
ke r tive bure ill ! ; sacle mSstic., bart _ rather thy: 





Paul H. Berggreen, of Copenhagen, Denmark, and 
Mr. and Mrs. C. W. Farrar, of Buffalo, N. Y. 


report ot the bureau sketched the progress made in 


| he work 


mo and said its value ws becoming more evident 


irmied on mpartially fhe tuture work of the bureau en 
Th most comprenensive program (sreat progress Is €X 
pected within the next year, but there are many problems 
that cannot be solved in a tew months Lhe report ot the 


reau deeply mourned the death of Prot. John R. Allen and 

t othe ociety Ss good tortune m having Dean | \ 

Scipio ote carry on the work \ tribute was also paid to 

r TOICSSOT blood and his assistants at the bureau ot \lines for 
ther le ! did co Operation Ith FCS arch work 

Dean Scipio, acting director of the Research Bureau, was 

hen introduced and given a hearty welcome He told his 

hearers of the more intimate workings of the bureau, statine 

that more room ts now being used and much valuable equip 

ment, inventorying over $4,000, is at hand. Several stand 


been adopted—tlanged fittings and flanges, 


rds have already 
use of the Pitot tube, code tor testing heating boilers and the 
Hall synthetic air chart 

Dean Scyo recited in detail the work progressing in unm 
ities throughout the country and told of his recent visits 
to many universities and chapters. He predicted much prog 
ress and asked all present to co-operate in making the re 
earch movement ot greatest value 


| Ix Vic oll. the new chairman oO} the ¢ oOmnimittee on ie 


search, appointed at a meeting held during the convention, 


as mtroduced by President Hall Mr Me ¢ ol] said the work 
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has a good tuture, suggestions will be welcomed and the 
program will be enlarged considerably 

frank K. Chew urged the necessity of maintaining the 
high moral standard necessary to research work. 
> F. R. Still, retiring chairman of the Committee on Re 
search, moved that the name of the Research Bureau bye 
changed to Research Laboratories, which was approved by 
the sor ety 
(), W. Armspach, of the Research Bureau, then presented 
abstract his paper, “Theory of Dust Action.” 
(. H. Katz tollowed with an explanation of the sugar tubs 
thod of determining dust in the an 
\ paper by Prof. A. Norman Shaw, entitled, “The Trans 


mission of Heat through Single-lkrame Double Windows,” 


~ 


is summarized by Secretary Obert 
Che report of the Committee on Schoolhouse Standards 
vas one of progress. Mr. Cooper presented two lantern 
lides which showed exterior views of a large one-story 
~choolhouse in Winchester, Va. Mr. Cooper stated that 
when the report ot the committee is finally completed, it will 
be handed to the National Educational Association The 
committee has been studying the coal consumption in all 
classes of school buildings having all kinds of heating and 
ventilating systems, as to costs over a period of five years 
They show variations ranging from 8/1000ths to 102/1000ths 
| 


a cent per cubic tt. otf building 


‘ 


Protessor Harding presented the report ot the Committe: 
on Standard Code tor Testing Heating Systems, He said 
1 code oft practice ts vitally necessary if progress is to be 
made in devising a code tor testing Chere are specialists 
in the socety whose knowledge of certain methods worth 
following 1s invaluable kach man should help in his specta 


line Architects are looking to the soc lcty tor a code o7 


heating and ventilating. When a standard 1s adopted by 
the society, cities will adopt it readily as the temperature 
test is not satistactory 

\ motion tor the reception ot the report and the continu 
ance of the committee to take the necessary action to accon 
plish the ends sought, was approved. 

Phornton Lewis then presented a report on a memoriai 
tor the late Protessor Allen to be placed in the laboratories 
of the society of the Bureau of Mines. The convention ap 
proved ‘a motion to limit subscriptions to $1 a member, and 


that a committee ot three be appointed to complete arrange 


ments 

Che session closed with a paper by ©. W. Armspach, en 
titled, “A Study ot the Infiltration of Air in Buildings,” which 
was yead in abstract by the author. 

Fuel Session. 

the Thursday atternoon session opened with the report 
ot the Committee on Steam and Return Mains. James A 
Donnelly, chairman, said that little information had been re 
ceived and suggested that the subject be referred to the R: 
search Bureau, which was approved. In connection with the 
report, Ik. A. May presented a written discussion on pipe 
sizes as applied to vapor and vacuum heating systems, sup 
] 
| 


lemented by a number of capacity tables. 


p 
(On the matter of joming the Federated Engineering Soci 
tics, the convention voted to defer application on account o1 

the financial condition of the society. 

The remainder of the meeting was devoted to two papers, 
‘Pulverized Coal for Power Plants,” illustrated with lanter 
slides by F. A. Scheffler, and “Briqueted Coal for Household 
uel,” by J. H. Kennedy. 

Installation of Officers. 

Business at the Friday morning session was contined to the 
installation of othcers, with appropriate ceremonies, as follows 
President: Champlain L. Riley, New York, N. Y. 

First Vice-President: Jay R. McColl, Detroit, Mich 


’ 


((fontinued on Page 224) 
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ILLINOIS MASTER PLUMBERS’ 


ary 


ANNUAL CONVENTION (7 
SPRINGFIELD 


Many Important Trade Problems Considered —A merican Plan 
of Employment Endorsed—Wiom. J. Johnston Elected President 


NM REATER education in the tundamentals of business, m hullenweider, of the State \ttormne tice ) of 
cluding the maintaming of high professional ideals and mavor, and by W. KE. Jenks, of the Springetield Chamber 
close attention to legislation affecting the trade, wa (Commerce President Benning responded to th eetings afte 

the kevnote of the 29th annual convention of the [llmois Mas which the meetine was adjourned and the delegates asked 
ter Plumbers’ Association, held ino Springtield, TI}, on Janu issemble at the Capitol building tor the convention pictus 
25th, 26th and 27th, in the Leland Hotel. Phe convention Tuesday Afternoon Session. 
also went on record as being in favor ot the American Plan [he atternoon session opened with an address by State Rey 
leetslation detininge— the resentative Fred Bo Shearer. attorney for t | \last 


of Employment and the securing of 




















Fred Grosch and W. J. Blyth, Chicago; Center: C. W. Alcock, past president; C. F. Taffe, past president; Jas. C. 
all of Chicago Master Plumbers’ Association. Right: Chas. A. Dreier, past president of Chicago Master 
W. Cannon, vice-president of the National Association; Center Group; Officers of the Illinois 


Benning, retiring president; C. D. Brownell, past president; W. J. Johnston, president. 
Bloomington Delegation: Center: Champaign Dele.- 


Top Row, left: 
Naughton, President, 
Plumbers’ Association, and Jos. 
Master Piumbers’ Association; E. J. 
elect; W. C. Haviland, secretary; E. J. Ryan, retiring treasurer; Bottom, Left: 


gation; Right: Danville Delegation. 


words “plumbing,” “master plumber,” and “journeyman Plumbers’ Association, who discussed the legal pha 
plumber.” plumbing business. He advised the plumbers to read the lega 
The Opening Session. ’ columns of their trade publications in order to familiarize them 
The call to order by State President FE. J. Benning, at 10:30 — selves with the various legal dithculties encountered the trade 
Tuesday morning Was followed by the mvocation by Reverend and to get the benetit of the « xperience of others Mir. Sheare: 
Charles S. Boyd, after which Frank U. Patterson extended to — stated that men have gotten bevond the point where they b 
the delegates the greetings of the Springtield Master Plumbers’ lheve they get along without legitimate association, with thet 
Association. The welcome of the city was offered by H. | competitors im business Phe minglmye of minds and exchans 
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ry ? gis ’ ' * ?% ; oral] 4 1 . ry} 1. 1) +? } 
i i j ; i il ASStM ALECPLI Wii > iy CCOnONK }? (JUICE that 
‘7 , 
a th successfull 1 any other iy, according 
Af ‘ 
\] ‘ ire? 
sé - ~ ’* 
Making Service Pay. 
tred Tiwi editor of the “Baill ird, then addressed the 
t ve cy ror }? tie ureed t ; owing 
}) ta Tit t! il t ‘ { tii 
i that the master piumbD 
; 1 ¢] 
il, and the m part will 
‘ ‘ ; ; ‘ }? | thie D r i ‘ ' vii 
| 
‘ ' > } TY) ay tr) eT > qy? all 
©&F avrgeeo? ; ‘} , ,? ’ . e, ’ nicl ” “ ry | " } 
i] t pays to render se ce to those who 
if lumber puts his busimess on a 
a ee | ae > Ghee cite’ 
nwiif \ <i a Puardian or the city s 
rt. peopie wil realize the great service he 
ty and will be more ready to pay a fair price tor 
| F | , 
Mr. Hivh's address was received very enthusias 


President Benning’s Report. 

President Benning then read his report in which he reviewed 
litions of the plumbing business during the past year and 
mentioned the great increases in building matcrial and wages 
nd the curtathng ot real estate loans by the banks as the rea- 
| bringing the building mdustry to a standstill 
He quoted from various prominent authorities on business im 
id called attention to our banking system, great 


Cenc ilit 

latural resources, bumper crops, and thorough soundness of 

the country as ubstantiation tor an optimistic view of the 
ture 


Ile then took up the matter of membership and called atten- 
fact that, although it had been a trying year for 
state association has not only held 


} 
sf 


plumbing business, the 
bye rship, but had added three locals, West lk rank- 
Hie suggested that in the 


its Own in mem 
fort, Mt. Vernon and Hoopeston 
iture the president and secretary travel independently when 
organization work throughout the state in order to avoid 
luplication of effort and expenss 
rhe president next discussed the work of the various com- 
ittees and urged that the master plumbers of the state carry 
ut the recommendation of the msurance committee and place 


si 


with the Lumbermen’s Mutual Co. and 
asked all to avail themselves 


lability msurance 


thus obtain a favorable rate. He 
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t the opportunities presented by the Trade Extension Bureau, 


particularly along educational lines. 
Benning supported the 


President 
lled attention to the tact that the number 


‘ , 
oyment and also called attenti 


American Plan ot Em- 
ry small and that. unless 
thing 1s done soon, it will not be very long betore th 


‘7 ’ 
‘ Tri bhibie i 


st apprentices at the present time ts 


skilled workmen 


' 


: | 1] ~ : 
trade will tace a very serious shortage mn 
He suggested that the secretary’s ofhce compile statistics re 


garding the average number of journeymen and apprentices 


employed trom year to year and thus have some definite in 
5 | 

lormation to work on, 

[he president also stated that he considered it highly im 

portant for the legislative committee to watch very closely all 

bills that might be introduced at the coming session of the 

state legislature by labor, and mentioned that among those ex 


pected to be presented are State msurance, bills to increase 


workmen s 
bill, 8 hours per day and 44 hours per week bill, minimum wag: 


at 


| 
i 
i 


compensation rates, anti-injunction and jury tria 


bill, bills to legalize picketing, boycotting, etc. 

\nother recommendation related to the dividing of the state 
into zones in which meetings would be held once or twice a 
year to stimulate organization and acquaint the members with 
conditions in their immediate vicinity. The president advised 
all master plumbers to use the uniform contract advocated by 
the association as a means of avoiding loss and expensive litiga- 
tion. 

W. E. Clow, Jr., on “Co-operation.” 

Following the reading of the president's report, W. E 
Clow, Jr., of Chicago, addressed the delegates on “Co-opera 
tion.” “It is necessary at all times to have the closest under 
standing and mutual confidence between manufacturer, jobber, 
and contractor with the object in view of supplying the best 
of goods at the lowest prices that will return a fair profit to 
all,” according to Mr. Clow. He went on to say that the job- 
bers and manufacturers cannot succeed without the master 
plumber, and that the master plumber cannot succeed without 
the jobbers and manufacturers, and therefore, it behooves them 
all to work together in harmony. He also pointed out the neces- 
sity for mutual respect and good-will between master and jour. 
neyman because of the fact that a disloyal workman can easils 
mar or ruin expensive fixtures through careless handling ot 
malicious abuse of them and can work against the interests of 


the plumbing business in a great many other ways, thus increas- 
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Ing the cost to the public and also lessening the profits of those make a living, and he advocated more adv rtising as &A remedy 
engaged in the business. According to Mr. O'Neil, the story told in advertising should 
Committees Appointed. be told in the same way that it would be told in the shop, and 
The committees appointed during the day were: that the advantage of advertising lay in the fact that it told 
Credentials: Wm. G. Bergner, Granite City; J. C. Jamison, over night and to a great number of people the same story that 
Taylorville; P. F. Jirtle, Chicago Heights. the plumber tells individually to the comparatively small number 
Sergeants-at-Arms: John W. Riefler, Springfield; D. E. of people that come to his shop. He also advised the plumber 
Rhoades, Lincoln. to use direct mail advertising, and to do his advertising regu- 
Resolutions: J. C. Naughton, Chicago; M. L. O’Malia, Evans- larly instead of spasmodically. “Talk through your advertis 
ton; Geo. W. Ernst, Quincy; H. A. Rieser, Wheaton; W. H. ing as though to some person, be direct, but don’t assert, and 
Carson, Danville. don’t antagonize are essential things to remember,” the speaker 
Memorial: W. J. Blyth, Chicago; Morris Johnson, Rockford; maintained. 
Fred Schlie, Decatur. Wednesday Afternoon Session. 
: Wednesday Morning Session. The report of the educational committce imdicated that 
| After the report of the board of directors had been read and committee had worked in conjunction with the Trad 
referred to the resolutions committee and the reading of a Bureau. The use of the premise report cards and unifot 
telegram from the National Association headquarters informing contract forms were urged on the members, particularly thi 
the delegates that they would be addressed by Joseph W. Can- latter. 
non, vice-president of the National Association, Secretary W. C. W. H. Carson, chairman of the trade relations committee, then 
Haviland read his report. reported for that body and called attention to the improved 
Secretary Haviland’s Report. relations between buyer and seller, particularly as to matte! 
Secretary Haviland urged that the convention instruct the of credit. According to the report, there are 7,000 | ri 


incoming board of directors to make every effort to have cor- chanics than there were 8 years ago, which demands serio 
rections made in the plumbing law along the lines suggested attention. The committce took an optimistic view of the labor 


by the State Association’s Legislative Committee. Regarding _ situation maintaining that the radical was losing his grip and 
membership, the secretary said: “We have 50 local associa- that clear thinking and courageous actions will do much t 
tions, a gain of 3, Hoopeston, Mt. Vernon and West Frank- — eliminate much of the trouble of the past 

fort. We have in the state 21 individual members 1n 180 cities Nomination Committee Appointed. 

and towns. Qur membership consists of 456 members in Chi- At this point the following nominating committe p 
cago, a decrease of 18 since our last convention, and 534 in pointed: Frank J. Ruddy, Aurora; Henry Knecht, Blooming 
the state outside of Chicago, a gain of 18, making a grand total ton; R. E. Young, Champaign; J. C. Naughton, Chicago; W 
of 990.” H. Carson, Danville; I. W. Riedel, Decatur; M. L. O'’Malia 


Secretary Haviland then dwelt at some length on the financial Evanston; Fred R. Bailey, Rocktord; Chas. Kicble, Spring 
status of the state association. He also called attention to the field; Geo. S. Brunner, Alton; John F. Manion, Freeport; Wm 
sanitary exhibit in the lobby of the convention hotel to which G. Bergner, Granite City; W. A. Jones, Lincoln; H. A. Riese 


the public had been invited. Wheaton; A. A. Hasse, Quincy; C. C. Meyers, Rock Island 
Constructive Advertising. National Vice-President Jos. W. Cannon’s Address. 
Arthur D. O’Neil, of the Frank Stockdale Co., of Chicago, Joseph W. Cannon, vice-president of the National Associa 


then spoke to the delegates on “Constructive Advertising.” He tion, then addressed the delegates. He said that pyramiding 
gave a list of firms, some of them located in small towns, that on the contractors’ money had finally caused the banks to balk 
had built up large and successful businesses through construc- on real estate loans and thus has much to do with bringing at 
tive advertising. Mr. O’Neil stated that according to Bradstreet end to building. He also told of the difficulty encountered 1 
7S per cent of master plumbers either fail in busimess or barely (Continued on Page 318.) 
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SECRETARY JOSHUA W. ALEXANDER TO 
ADDRESS C. S. A. 


retary Paul Blatchford, of Chicago, has just announced 
that the Hon. Joshua W. Alexander, Secretary ot Commerce, 
Washington, I). C., will be the speaker at the mid-winter meet 
f the Central Supply Association, which is to be held at 
Hotel Sherman, ( hin avo, on Wednesday. February 16th ae 
ect “Economic Conditions.” Bernard M. Baruch, ot 
w York City, who had accepted an invitation deliver an 
this occasion, found that had previous enka 

t fort same date at Kansas City, Mo 


COMPANIES RECENTLY INCORPORATED. 


The Vireimian Co... Lynchburg, Va.. has been incorporated 
th a capital of $50,000 to manufacture sanitary drinking 
fountain Dean S. House and Jefferson R. Palmer, Char- 
tte, N. ©C., head the company 

fhe Witzberger Heating Apphances Co., Pittsburgh, Pa., 1s 
emg organized by Etienne Witzberger, F. W. Kersting and 
Frank Stifter, and will apply for a state charter soon, 


NEW SUPPLY HOUSE IN NEWARK, N. J. 


supply house will soon | 


Norris Co. at 297 (Central 


plumbing and heating 


ened unde the name of the |) t | 


venue, Newark. N 


INCREASE CAPITAL STOCK. 


The | VI. Dart Mite. Co. Provid 
its capital t© SH00 000 
Warren. Balderston & Co.,, 


capital stock to S$300.000. 


N Be have imereased 


lrenton., Ss 


| 
Tiwe HT 


NEW FACTORY ADDITIONS. 


— — ——— 


The National Supply Co., Pittsburgh, Pa., has had plans pre 
pared, and Will erect a two 
ft., at Adams 


The Republic 


story and basement building, 105x105 
Delaware and Preble Streets, Pittsburgh. 
Roiler & Radiator Co. Baltimore, Md., re 
a capital of $1,000,000, has 
Avenue, Woodberry, for 
and William Lentz head the company. 

Electric Heater Corporation, Buffalo, N 
organized with a $500,000, has taken up 


selected a 


Enos 


ce ntl organized W ith 


Union its new plant. 


site on 
S. Stockbridge 
‘| he Instantane ous 


Y., recently capital 


about 10 acres of ground on which its manufacturing buildings 


vill be erected Plans for the initial buildings are now being 


prepared 





OPENS AGENCY IN OAKLAND, CALIF. 





Humphrey Co., of Kalamazoo, Mich., has just opened an es- 
tablishment in Oakland, Cal, under the 
Agency of Oakland, with headquarters in the Build- 


Harry B. Gardner is in 


name of the Hum- 
phrey Co 
ers’ Exchange, 355 Twelfth Street. 


charge. 


800 


\ WAP 


‘ 
(if thie 





















T. E. B. BOARD OF DIRECTORS MEET. 


plans as outlined by the National Trade Ex- 


1921 
Kvansville, Ind., 


\doption of the 


tension Bureau for the year featured the second annual 


Bureau held in and 


28th, 


meeting of the Thursday 


friday, January 27th and 


President Frank B. Lasette and Vice- 
Joseph W. 
Master 


meeting. The 


absence ot 
Maddock, 


Association of 


1 dare to the 
President A. M. 
National 


chairman ot the 


Cannon, vice-president 


Plumbers, acted as tem- 


porary reading of the minutes 


| the last meeting was the tirst order of business at the open- 


session, which was followed by the election of the follow- 


my omeers: 
Officers Elected. 
Durkin, Jr., 


Plumbers: 


President, D. 
Master 
president of the Eastern Suppls 
Maddock’s Sons Co., 
president of the 


William J. 


president of the National As- 
A. M. Maddock, 
Association and president of 
Trenton, N. 
Central 

Woolley, 


sociation of vice-president, 


the Thomas J.; treasurer, 
lL. ¢ 
inapolis, Ind.; 


Huesmann, Supply Co., In- 


secretary, manager of the 


Trade Extension Bureau. 
The tollowing were clected as members of the Finance Com 
mittee: A. M. Maddock, H. E. Speakman, T. E. O’Brien, L. 


(. Huesmann, W. C. Chamberlin, C. V. Kellogg, Joseph FI. 


Evans, William Byrd, Jr., R. B. Flershem, B. O. Tilden, H. E. 
Phorndike, George Mehring, W. A. Brecht, and D. F. Dur- 
kin, Ir 

Included in the report of Secretary William J. Woolley were 
interesting data pertaining to the work of the Bureau for the 


showed that 106 trade addresses 


cities of 14 


past six months. The 
LO] 


lecture 


report 


delivered. shops 1 144 States visited. 


The T. E. B 


contractors, 


were 
7 local associa- 


course was supplied to 38 


150,000 service bulletins and 
filled 2,004 orders for 
delivered 312 T. E. B. 
the Sales Help Service 
Monthly Bulletin, 
orders for 


for form 


tions of monthly 


‘O.778 pieces of other mail sent out, 


contract and estimating forms. etc.. 


bookkeeping systems into 36 states; 


Department, besides routine service in the 


sent out 82 individual special sales campaigns, 232 


innumerable orders 


advertising campaigns 


individual advertising material, 


letters, and two complete community 


tor local associations, 

Kinance Committee, which was read at 
reported that a budget of $100,000 
had been set for the year 1921. 


The report of the 


the Iriday morning session, 


Following the report of the Audits and Finances of the 
Bureau, the question of preparation of literature or envelope 
stuffers covering the question of discounting bills and can- 


the Secre- 
would 


celling for discussion. On motion, 
tary was instructed to prepare envelope stuffers, 
be sold to contributors. 


A motion was then made that the Secretary employ a com- 


orders came up 
which 


petent man to look after the financing of the Bureau, and who 


will also have charge of all circular letter campaigns and other 
tor increasing the number of contributors and con- 
fact that this 


or treasurer 


campaigns 
This action was taken in view of the f 
that the 
letters or 


tributions. 


work was of such importance secretary 


could not be held responsible for other literature 


leaving the office unless such a man was put in charge. 
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Reports were read by H. E. Jones, of the Sales Help Service 
Department, and George R. Doyle, of the Accounting Depart- 
ment. 

Those attending the meeting were: R. B. Flershem, Amerti- 
soiler X 
Leader 


can Radiator Co., Chicago, representing the National 


Radiater Manufacturers’ Association; T. E. O’Brien, 
iron Works, Decatur, IIL, representing manufacturers of pneu- 
Evans, Wyoming Val- 


Kastern 


matic water supply systems; Joseph F. 
ley Supply Co., Wilkes-Barre, Pa., 
Supply Association; C. V. Kellogg, Kellogg-Mackay Co., Chi 
cago, representing the Central 
Johnson, Indiana Brass Co., Kokomo, Ind., representing the 
Tubular Plumbing Goods Exchange; L. C. Huesmann, Central 
Co., National Pipe & 
Supplies Association; George H. Mehring, Mehring & Hanson, 


representing the 


Supply Association; John A. 


Supply Indianapolis, representing the 


heating contractors, Chicago; George L. Bradbury, heating 
contractor, Denver, representing the Heating & Piping Contrac 
tors’ National Association; D. F. Durkin, Ir., president of the 
National Master Philadelphia, Pa 

Toseph W. Cannon, vice-president of the National Associa- 
tion of Master Plumbers, Chicago; A. C. 
Ohio, and L. McNamara, both past presidents of the Na- 
Wil 


Evans- 


Association of Plumbers, 


Eynon, Canton, 


tional Association of Master Plumbers, St. Louis, Mo.; 
liam J. Woolley, secretary-manager of the Bureau, 
ville, Ind.; Leshe A. Heatherton, Plumbers’ Trade Journal,” 
New York City, frank P. 
neering.” Chicago 


and Keeney, “Domestic Engi 





FRANK PROX CALLED BY DEATH. 


rank Prox Co., 
Ind., died at 


his home in that city on Thursday morning, January 20th, in 


Frank Prox, president and founder of the 
manufacturers of heating boilers at Terre Haute, 
his Sist year. Mr. Prox was born in Pappenburg, Germany, 
11 1840, and came to America in 1866, locating at first in Cin- 
After hay 
ing been engaged in several lines of business for a number of 


cinnati, Ohio, but moving to Terre Haute in 186s. 


vears, he formed a partnership with John Brinkman and W. R. 
Mig. Co., 
and bought the property of the Phoenix Foundry & Machine 


McKeen under the name of The Prox & Brinkman 


Co. After several years of association, Mr. Prox bought his 
partners’ interests, and when he found that the plant was too 
small he purchased the company’s present site, on South Flirst 
Street, covering 8% acres, on which he erected a modern plant 
for his business. At the time of his death, Mr. Prox was also 
president of the Prox Realty Co. and treasurer of the Mutual 
Savings Association, both of Terre Haute. Mr. Prox took a 
very active part in the work of several charitable organizations 
ot his city and had a large circle of friends both in and outside 
of the heating trade. His wite, two sons, two grandsons, two 
granddaughters and two great-granddaughters survive him, the 
respectively, 


sons, Herman C. Prox and Anton F. Prox, being, 


vice-president and general manager of Frank Prox Co. and 


members of the Prox & Burget Co. 
ANNUAL SALES CONVENTION OF PHELPS LIGHT 
& POWER CO. 





The annual Sales Convention of dealers and distributors of 


the products of the Phelps Light & Power Co., Rock Island, 
lll., was held in that city recently,‘the event lasting four days. 
Talks on the development of the farm territory were made 


by several well-posted men in the field, while another feature in 


» 


the meeting was a luncheon given by R. W. Phelps, president 
of the company, at the Harper House, in Rock Island. 
Charles A. Beers, cashier of the First National Bank of Rock 
Island, spoke on the banker’s relation to the farmer, and the 
light plant business and the farmer. Mr. told of the 


encouragement given the farmers by the bankers, which made 


Beers 


for more production, and which, in turn, made a better class 


OTERO 5B . 
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ot tarmer customers, putting them in an owner class, not a 


renter class. More production by the farmers, he said, would 
mean more business for the industries which strive to make the 
farm home as comfortable as the city home 

Every man attending the convention was thoroughly impressed 


with the talk of R. W 


his remarks, Mr. Phelps emphasized the need of 


Phelps, president of the company. In 
good sales 
manship and a good deal of it to enable the salesman to get 
his share of the business. 


“The 


publisher of the “National Stockman and Farmer,” | 


American farmer is not bankrupt,” said T. Harmon, 


"ttsburgch. 








—— - rt 





The Annual Sales Convention of the Phelps Light & Power Co., 
Rock Island, Illinois. 


Pa., speaking before the members at the banquet; “he is on a 
Working 1 


that 


buyer's strike. the faculty of being patient, M1 


Harmon said “with a little patience vou wall 


‘ 


friend vou have today.’ 


? 
C 1)¢ sf 


farmer to be t 


WHAT IS INVESTED CAPITAL? 





Question Involved in Suit of LaBelle Iron Works to 
Recover One Million Dollars. 


he Supreme Court of the United 


lla Belle fron Worl 


under 


Arguments took place in t 
States during the past month in the case of 
which is seeking to recover more than $1,000,000) paid 


protest as excess profits taxes. The case involves the detin 


‘ 


Important 


section of the 


\ de. 


would mean the 


tion of “invested capital” and 1s one of the most 


affecting the interpretation of the excess prolits 


revenue law which has reached the Supreme Court IS1ON 


adverse to the contention of the Government 


refunding of many millions ot dollars of taxes already paid 


into the treasury 
busimess in 


Manu 


individual 


The case is of such importance, affecting large 


terests of various kinds, that the National lumber 


facturers’ Association and other organizations and 
companies interested in the matter filed briefs and participated 
in the oral arguments before the court, says “The Iron Age.” 


Belle Works 


lands purchased many 


The case of the La [ron nvolved an increas 


in value of iron ore years previouslh 


The specific question is whether the mere increase in the value 
of lands previously purchased and still owned by a corporation 
is invested capital within the meaning of the act of Coneress. 

The La Belle Iron Works acquired ore lands prior to the yea 
1904 for the sum of $190,000, Extensive exploration and de 
velopment work was carried out and it was proved that th 
lands contained large bodies of ore. The value of the property 
increased until it was not less than $10,105,400. at which sum 
the company in 1912 capitalized the ore properties on its books 
In that year the old stock consisting of par value of $9,915,400, 
all of one class, was called in and the charter was amended, 
fixing the authorized issue at $10,000,000 par value of common 


stock and $10,000,000 par value of preferred stock. All the old 
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outstanding stock was surrendered by the stockholders of the 
company and cancelled and each stockholder received in ex- 


one share 


stock 


place ot each share of the 


Colt share o! the new common and 


preterred stock im 


In making its tax return for the year 1917, the company 
howed its “invested capital” to be $26,322,904.14, which in 
cluded the ore lands at the sum of $10,105,400. Upon this 
return the mj paid income and excess prolits tax ot 
$5,159, 109.84 fhe commissioner of internal revenue later 
( ised CASSE ! nt of the ta to | made and assessed an 
additional tax ot $1,081,1584.61 [his tax was arrived at by 
reducing the “invested capital” to $16,407,507.14 by striking out 
the increase in the value of the ore lands, $9,915,400. 


The company paid this additional tax on February 24, 1920, 
and protest and is the amount which it seeks to 


The filed 


which was denied on April 8, 1920, 


duress 


recover in the pending sutt claimant a claim tor 


refund on March 17, 1920, 


by the commissioner of internal revenue. The case then was 


taken to the court of claims which sustained the demurrer of 


the United States Government and dismissed the claimant’s 


petition. Solicitor General Frierson summarizes the issues in 
olved thus: 
‘The appellant's theory 


it paid for them but is to be measured 


is that the capital invested 1n its 
lands is not what 


hy the value of the lands and that, therefore, the full 


t be treated as a part of the investe d 


present 
value of these lands mu 
capital upon which the deduction is to be based. 

“The the other hand, that the act 


clearly, 


Government contends. on 


defines the ‘invested capital’ as the amount received in 


exchange for its shares of stock plus any ‘paid in or earned 


surplus’ used in its busines that appellant invested in the 


purchase of these lands only $190,000, and, no matter how long 
it holds them or how much their value may fluctuate, that sum 
remains the amount of capital invested in them; and that paid 
in or earned surplus and undivided profits do not include the 


unearned increment arising from the mere holding of lands 


until they increase in value, or the potential but unrealized 


profits which would accrue on the investment if the owner 
chose to sell. 
“These contentions make the concrete issue—is the deduc- 


tion to be based upon the amount of capital. which the corpora- 


tion has invested, or upon the value, at a particular time, of 


the property in which that capital has been invested?” 
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C. D. Little, secretary of Crane Co., Chicago, is at the 
present time in Cuba on a vacation. 

Edmund R. Spence, secretary and treasurer of the Rundle- 
Manutacturing Co., Milwaukee, Wis., is at the present 
time enjoying a vacation at Pass Christian, Miss. 

John K. McAvoy, for the past few years with the New 
York office of the Detroit Brass & Malleable Works, of De- 
troit, Mich., is now associated with |. L. Stulsaft, New York 
City, eastern representatives of the Kalamazoo Sanitary Mfg. 
Co., Kalamazoo, Mich 

F, J. Malloy and R. N. Wilson have returned to the sales 
force of the M. J. O’Fallon Supply Co., Denver, Colo. Mr. 
Malloy will fill a vacancy in the plumbing and heating division 
and Mr. Wilson will take over his old territory in the power 


Spence 


division. 
Arthur Alexander, for many years Illinois representative 
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for the Humphrey Co., Kalamazoo, Mich., is now covering the 
Pacific Coast, with headquarters in Sacramento. 

A. E. Engman, Chicago, will cover the territory compris- 
ing Minnesota, North Dakota, South Dakota, Wyoming and 
northern lowa for the Humphrey Co., of Kalamazoo, Mich. 

R. M. Billhimer is the Burnett-Larsh 
Mig. Co., Dayton, O., mm southern Illinois and 
home in Champaign, Ill. T. H. Wicke, who 
this territory is now city salesman in Chi- 

ico for the Pittsburg Water Heater Co., Pittsburgh, Pa. 

L. C. LaFleur, of William Heap & Sons, Grand Haven 
Mich., started January 30th on a six weeks’ business trip to 
the Pacific Coast. 

H. F. Bascom, city engineer, Alientown, Pa., 
Committee ot Comtort 


now representing 


eastern and 
will make his 


formerly covered 


has just been 
appointed chairman of the Stations ot 
the American Society for Municipal Improvements. Mr. Bas- 
com has been very active in this movement, and it was largely 
due to his efforts that his city has one of the finest underground 


‘ 


comfort stations im this country. 


om 
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Lavelle Rubber Goods Catalog. 


thoroughly de 














Plumbers’ rubber goods for every use are 
scribed and illustrated in a 48-page catalog just issued by the 
Lavelle Rubber The catalog measures 9x6 
inches, with heavy gray paper cover, with blue lettering. Both 
red and black inks are used in printing the illustrations, red 


when the product is of red rubber, and black when it is of 


Co., Chicago. 


yrey or black rubber. 

Toledo Tools. 
The 
oledo Pipe Threading Machine Co., 


Catalog F, just published by 


Toledo, Ohio, treats in a comprehen- 


sive manner the company’s pipe 
threading tools, pipe cutters, pipe 
vises, etc. as well as the Toledo 


power drive. Bold face type is used 
throughout the catalog, making it easy 
to read, and a large number of illus- 
trations are provided. The introduc- 


tion points out how modern tools 


have revolutionized the work of pipe 
cutting, etc., and the various fcatures 
of Toledo tools are carefully ex- 
plained, list prices and weights being 





also pyesented. Particular attention 
is given to the power drive, the method by which pipe thread- 
ing and cutting tools may be operated electrically, and how 
this works out on the job is actually demonstrated in sev- 
eral interesting photographs. 

Water Heater Circular. 

A circular, describing and illustrating in a pleasing manner 
the Deckert Water Heater, has recently been issued by the 
Deckert Mfg. Co., Minneapolis, Minn. The method adopted 
for home and factory installations is also shown. 

Capitol Brass Goods Catalog. 

The Capitol Brass Works, Detroit, Mich, has just issued 
its catalogue No. 10, consisting of 73 pages and measuring 61%4x4 
It is printed on heavy grade glazed book stock with 
The com- 


inches. 
a stiff brown paper cover, with black lettering. 
pany'’s valves, gauges, plumbing specialties and air cocks are 
fully described and illustrated. Five pages in the back of the 
book are left blank and headed “Notes,” making it convenient 
to keep such memoranda as may be desired. 

“Adsco” Bulletin. 

Bulletins Nos. 151, 152 and 153 have just been issued by 
the American District Steam Co., North Tonawanda, N. Y. 
Bulletin 151 describes Rotometers, Bulletin 152, Water Heaters,. 
and Bulletin 153, Angle Fittings. 
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Steel and Iron. 

Betterment in operating conditions was shown last week in 
the Pittsburgh pig iron and semi-finished steel markets, and 
a slight easing of the sheet and tin plate production was 
also noted. The sheet was somewhat affected by the lack of 


even moderate buying of the automobile trade, which appears 


to have about all the sheets needed for the present. In the 
tinplate division of the steel industry there is a slower move- 
ment, pending closing of some contracts for first half tonnage 
These are mainly for canneries. 

The Standard Oil Company ts again looking about for sheets, 
which is shown by inquiry for about 14,000 tons, but which 
was withdrawn after prices showed a softer tendency 

Consumers of steel in New York territory are beginning to 
view the situation from a more promising standpoint and speak 
with more cheerful assurance as to the near future. Even 
within the last few days there have been signs of general 
improvement and growing confidence. Most consumers are 
basing their calculations upon the present market for raw 
steel at $2.65 for plates, though it 1s readily conceded that, if 


- 


a purchaser went shopping, he could find material at trom 


5 to 10 points lower. That the smaller producers who are 
shading the $2.65 price do so at a loss is the general opinion. 
sut the mills involved evidently prefer to take a small loss 
for the sake of a turnover rather than to hold out against com- 
petition and accept a still larger one arising from continued 
overhead and carrying charges. The steel market as a whole 
may be considered soft in view of active competition among 
the smaller producers anxious to secure business to keep their 
plants going, but some genuine strength 1s apparent behind the 
larger operators who are holding fast with sufficient old time 
contracts on hand to keep going. Buyers were never more 
requirements by the 


Those 


who are under contract with the mills are not inclined to 


cautious because they cannot measure 


amount of business done during the past two years. 
commit themselves further and those more fortunate whose 
commitments have expired prefer to wait for demand to over 
take them and decline to discount the future, even though 
they feel assured that present prices will not fall much if at 
all below current levels. 

The pig iron market is mainly one for the foundry and 
There is no new life in the steel making 
In fact, a nom- 


malleable grades. 
grades, and that end of the trade is sluggish. 
inal price only of $40 is quoted on basic pig iron at this time, 
and a good sized inquiry would possibly change this quotation 
considerably. Some of the steel makers are confidently ex- 
pecting a substantial drop in basic iron in the near future 
Bessemer is also quiet and without any 
Furnaces, however, are finding a_ better 


when buying begins. 
motive back of it. 
attitude on the part of contract holders toward accepting ship- 
ments, and production is somewhat increased over the past 
week. The fact is the valleys and Pittsburgh combined have 
considerably increased output, a gain of probably 10 per cent 
based on active stacks. 

Coke markets are severely curtailed. There was an output 
average of less than 35 per cent last week, and even with the 
car taken to maintain a balanced output to demand, there has 
been some coke on tracks offered to furnace companies at 
under $4.50. The market on contracts, however, does not 
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ahs aes 


a ed 


1? ‘ 
materially hang 


Nomuinally the 


tor contract tlurnace and $6.50 tor toundrv coke 


’ 
Prices tot 


pig iron are quoted as tollow 


No. 2X, Philadelphia $32.00 33.25 
No. 2 Southern, Birmingham 10.0001 32.00 
No. 2 Buffalo $2.50 
No. 2 Chicago m 1.00 
Basic Valley, furnace 0.0004 31.50 
Bessemer, Pittsburgh 1.50 
Copper. 
The copper market remains in the same quict position with 


languid interest at best shown by consuming interests 
have been a few inquiries evidently put out more as feelers 
than with any serious intent and all important business 1s want 
ing. The price continues to hold at least nominally at between 
1234 and 13 cents for spot and nearby metal, the lower price 
being freely quoted by the smaller producing interests. Th 
larger operators profess to be holding firm at 13 cents and 
some of them quote 13'4 cents. The actual selling price of 
copper, however, can be given as 1234 cents to 13 cents for spot 
and first quarter as to sellers with buyers uninterested and 
nothing in the situation worthy of exciting comment 
Tin, 

The tin market in New York is quict and uninteresting 

Spot January and February tin was offered at 33'% cents with 


’ 


huvers at 33 cents. For March there were sellers at 34 cents, 


for April at 34% cents, and for May 35 cents, but no business 


was reported. Arrivals at Atlantic ports since January 1 have 


been 824 tons, and at the Pacific 155 tons fin atloat 1s esti 
mated at 2,545 tons. 
Lead. 

There is no improvement in the movement of Icad to report 
Offerings from spot in New York are growing lighter, and 
the asking prices from stock show a slight advance. But th 
shipment price as quoted by the independents was some lower 
The principal producers continue their quotation of 434 cents 
at about 


In New York the spot market was generally 


Kast St. Louis, but it would be possible to secure lead 
10 points lower. 
quoted at 5.05 cents with February and March at 4.95 cents, 
but there was little business. 

Zinc. ; 

The market continues dull and uninteresting. There are no 
buyers, and sellers are disposed to shade current quotations. 
The market ended the week a shade easier at 5.55 cents in 
New York, and 5.20 cents in Fast St. 

Other Metals. 

Quotations on other metals in New York are as follows: 


Louis 


Aluminum Powdel%............cccsccs-scscses: siniusiecdintes 60-65 cents per lb. 
Aluminum (in 15-ton lots) 99% and purer....28.50 cents per Ib 
Antimony (Chinese and Japanese )............ ..... 5.10 cents per Ib 


New York Old Metal Market. 
The following prices are current for old metals: 
Buying Selling 


eo a, .......10% to 10% cents 11% cents 


Copper, light ......:..................8% to 9 cents 10 cents 
Brass, HEAVY ...........2...2:. ... 6% to 6% cents 7% cents 
Brass, Bawt .............. siahentuiiial 4%to 5 cents 6 _ cents 
Brass turnings .............. ww. 5% to 5% cents 6% cents 
EE 4%to 4% cents 5% cents 
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-—— SIMPLIFY 
YOUR HEATING 
PROBLEMS 








TRANE PUMPS 


Condensation — Vacuum — Return Line 


Pumps wall solve 
lheir use wall 


lrane Condensation 
many heating problems. 
save pitting boilers wherever radiation ts to 
be imstalled below or close to the water 
line, and their distinct characteristic of op 
eration against high pressures has made 
desirable in) connection 





them particularly 
with reducing valves in buildings and _ fac- 
tories where dependable bouler teed appa 
ratus Is Trane Pumps are proven 
in performance and economical in operation 

Trane Service and the Trane 


necessaly 


backed by 
(suarantee. 


lrane Service is vour service and is available at 
all times to assist vou in solving your heating and 
pumping Bulletin No. 2 1s specially ar- 
ranged to make it easy for vou to select just the 
right size pump tor any given requirements 


problems 


Write for your copy today 


The Trane Company 


ESTABLISHED 1883 
Factory and General Office 


204 Cameron Ave., La Crosse, Wis. 


Boston: 


Chicago: 
175 ww. Jackson 110 State St. 





Bivd. Washington, 
New York: » Gad 

11 John Street 510 Bond Blidg. 
Philadelphia: Salt Lake City: 


20 S. 7th Street 407 Dooly Bldg. 
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Tea lead .... 244 to 24% cents 3% cents 
Scrap zine ’ to 34% cents 4% cents 
Solder joints 61%4to 7 cents 8. cents 
Mixed babbitt 54% to 6% cents 7% cents 
Cocks and faucets .. 8 to 8% cents 9% cents 

Chicago Old Metal Market. 
Chicago wholesale dealers’ prices are nominally as 
follows: 
Buying Selling 
Heavy yellow brass 7 +to 7% cents 8% cents 
Brass light ... a lean 5'4 to 6 cents 7 cents 
trass borings ..............00ccc...... 8 to 8% cents 9% cents 
grass turnings 6 to 6% cents 7% cents 
Red brass ......... —— 10 to 10% cents 11% cents 
Copper, crucible 2..000000.000...10% to 11 cents 12 cents 
Copper, heavy ......... a to 10'4 cents 11% cents 
Copper, lght 8'2 to 9 cents 10 cents 
a ee ere 3% to 4 cents 5. cents 
Tea lead 214 to 234 cents 334 cents 
Zine 234 to 3% cents 4% cents 
Solder joints 614 to 7 cents s cents 
Chicago Market Inactive. 
(Chicago, February 2.—Little activity 1s noted im market con 


ditions this week in this city. Manutacturers of plumbing and 


heating supplies report that quict prevails throughout, with 


! 


little expectation of any further price declines. Commenting 
on the situation, a large manufacturer of boilers and radiation 
said that a spurt in operations ts looked torward to within a 
few months. Although no change in the price of plumbing and 
heating supplies is imminent, there seems to be a hkelihood that 
with a reduction m the cost of labor, which constitutes approx 
imately 80 per cent of the cost, and a relieving of the high 
price of raw materials and fuel, a downward trend in prices 
will probably take place. 


STEEL INDUSTRY MAY ASK FOR LOWER 
FREIGHT RATES. 


“In last analysis the public makes the price of steel prod- 
ucts and the price of labor,” says President Campbell ot 
Youngstown Sheet & Tube Co. 
are taking place all over the country, and prices of steel 


“Reductions in labor 


products have already been reduced by independent steel 
companies $7 to $15 a ton under prices of six months ago. 
(Jur costs, however, have been reduced to some extent bv 
lower prices for fuel and supplies, but on most of our prod- 
ucts we cannot more than break even on the present basis. 

“We, of course, cannot operate our plants for any ex- 
tended period without some return, and as we cannot hope to 
get higher prices than are prevailing, we must make a care- 
ful examination of costs to see where they can be reduced, 
and it is possible we will be obliged to ask lower freight 
rates as well as a reduction in cost of labor. 

“It foreign countries which need our cotton, cereals, fuel, 
etc., could finance their purchases and these commodities 
would begin to move, I believe there would be a good 
domestic business; and if they could finance their purchases 
of steel products, we are undoubtedly in better position to 
furnish their reqwirements than they are themselves. At 
present there are no sales being made for export to speak 
of, on account of difference in exchange with other countries 
and because they are unable to establish credits for these 
purchases, 

“When we meet ideas of the public as to values, I am of 
opinion that there is fair business ahead. I fear, however, 
it will take two or three months of liquidation to clarify 
the atmosphere and where we will land at end of that time, 
no one can determine at present. All of us should assist as 
far as possible in this readjustment.” 
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February 7, 8, 9, 10 and 11, 1921.—The annual convention of 
the Minnesota Society of Sanitary and Heating Engineers, at 
Minneapolis, Minn. 

Eastern 
Supply Association, at the Hotel Astor in New York City. 

February 10, 11 and 12, 1921.—The annual convention of 
Montana Master Plumbers’ Association, at Billings. 

February 16, 1921-—The winter meeting of the Central 
Supply Association, in Chicago, at the Hotel Sherman. 


February 9, 1921.—The winter meeting of the 


March 1 and 2, 1921.—The annual convention of the Maine 
State Master Plumbers’ Association, at Lewiston, Me. 

March 7 and 8, 1921.—The annual convention of the South 
Dakota Retail Plumbers Association, at Aberdeen, South Da- 
kota. 

March 8 and 9, 1921—The annual convention of the North 
[Yakota Master Plumbers’ Association, at Fargo. 

March 14 and 15, 1921.—The annual convention of Kansas 
Master Plumbers’ Association, at Topeka, Kans. 

March 14, 15 and 16, 1921—The annual convention of the 
[Indiana Society of Sanitary Engineers, in Muncie, Ind. 

March 15 and 16, 1921.—The annual convention of the 
New York State Association of Master Plumbers, at Roches- 
ter, N. Y., with headquarters at the Powers Hotel. 

March 21, 22 and 23, 1921.—The annual convention of Mis- 
sourt Master Plumbers’ Association, at Columbia, Mo. 

March 22, 23 and 24, 1921.—Regular quarterly meeting 


of the National Association of Brass Manufacturers, in 
Chicago. 
March 29 and 30, 1921.—The annual convention of the 


Michigan State Association of Plumbing and Heating Con- 
tractors, at Jackson, Mich., with headquarters at the Hotel 
Otsego. The sessions will be held at Arbeiter Hall, 209-211 
North Cooper Street. 

April 5, 1921—Annual convention of the Massachusetts 
State Association of Master Plumbers, at Boston. 

April 18 and 19, 1921 
nessee Master Plumbers’ Association, at Knoxville. 

April 28 and 29, 1921.—The annual convention of 
Georgia Master Plumbers’ Association, at Macon, Ga. 

May 9, 10 and 11, 1921.—The annual convention of Kentucky 
Master Plumbers’ Association, at Covington, Ky. 

May 10 and 11, 1921.—The annual convention of the Na- 
tional Pipe and Supplies Association, in Cleveland, O., 
Hollenden Hotel. 
1921.—The annual convention of 
Association of Master 


the Ten- 


The annual convention of 


the 


with 
headquarters at the 
May 10 and 11, 
Pennsylvania State 
Allentown, Pa. 
June 7, 8 and 9, 1921.—The 39th annual convention of the 
National Association of Master Plumbers, at New Orleans, La. 


the 
Plumbers, at 





Montana Plumbers to Enjoy Billings Hospitality. 
President Harry L. Hanson, of Butte, and Secretary John 
(;. Roland, of Billings, Mont., have issued a cordial invitation 
the Montana 


to all members of Master Plumbers’ Associa- 


tion to attend the 24th annual convention, which its to be 
held in’ Billings, Mont., on Thursday, Friday and Saturday, 


The “The 


tainment Committee is planning a number of surprises, and 


February 10, 11 and 12. invitation says: Ienter- 


we can be assured of a royal good time. Billings is known 
for its hospitality and they have perfect facilities to enter- 
tain. From all reports this is going to be the best conven- 
tion ever held—both from an educational and a social stand- 


point.” 
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We call “711° THE 
BETTER TRAP because 


we know it is better. 


Comparative tests under 
every conceivable drain- 
ige condition, have proved 
“711° the leader, proved 
beyond question _ that 
“711° was equal to any 
requirement. 


You will find the entire 
line illustrated in our 
“711° Trap Book—may 
we send it? 





Fig. B 


ESSEX 
FOUNDRY 


Murray St. 


and Avenue ‘‘D"' 


Newark, N. J. 





Fig. C 
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WOOSTER CHINA 








PLATE No. 55 


One Minute, Please, 


Mr. Jobber! 
Are You 


getting your share of Closet 
Business on New Factory 
Buildings? 


By introducing and featuring 
the Wooster Factory Closet Bowl 
with Seat Integral and Non-Soil- 
ing Features you will be creating 
an advertising campaign which will 
mean a healthy increase in sales. 

The elimination of the wood seat 
on water closets in factory installa- 
tion is a step forward in factory 
sanitation. 


Write Today for Prices 


The National Sanitary Co. 
General Offices: SALEM, OHIO 


Factories: 
SALEM, OHIO 
CLARKSBURG, W. VA. 
FREDERICKSBURG, OHIO 


Manufacturers of 
Wooster China 
National Enameled Iron Ware 
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Chicago and Vicinity. 

M. J. Corboy Co., 178 West Randolph Street, has secured 
the contract to install plumbing in the $2,000,000 two-story pow- 
er plant that is to be erected for the Commonwealth Edison 
Co. at 100th Street and the Calumet River. The building 
will be 500x250 feet 

Max Raskin, 2409 West Division Street, has the contract to 
install plumbing in the $25,000 two-story and flat building that 
is being erected for the Humboldt Iron Works at 2252 West 
Division Street. 

(Charles Baumgarten, 4344 Fullerton Avenue, has been award- 
ed the plumbing installation contract on the two-story $8,000 
tore building which is soon to be erected at 4242 Fullerton 
\venue, 

Krank Tanton, Melrose Park, has the plumbing contract 
on the $60,000 side addition to the grade school on Lake 
Street, Melrose Park. The new addition will be five stories 
in height, and will measure 41 by 114 ft. 

\rchitect C. W. Christiansen, 845 Ainslee Street, is preparing 
sketches for the proposed $250,000 five-story and basement 
hotel that is to be erected on East Elm Street between North 
State Street and Lake Shore Drive. 

Architects H. S. Spencer & Son, 37 East Van Buren Street, 
have prepared plans, and will take bids in the Spring for the 
construction of a $200,000 bank and office building in Mattoon, 
Ill., for the State National Bank of Mattoon. 

Architect Paul Gerhardt, 64 West Randolph Street, 1s finish- 
ing plans for the three-story $700,000 factory building that is 
to be erected in Cicero, Ill, for the Splitdorf Electric Co. 

Architects Dubin & E1senberg, 139 North Clark Street, are 
preparing plans for a $100,000 store and apartment building 
to be erected at Sheridan Road and Farwell Avenue. The 
biilding will contain three stores and six apartments. 

Thirty-one building permits, involving an expenditure of 
$676,700, were issued in Chicago for the week ending January 
20th. The cost of construction for this week shows a falling 
off of $1,639,100 from the same week of last year, and a drop 
of four in the number of permits issued. The amount ex- 
pended for the same week in 1920 was $2,315,800, and thirty- 
five permits. 

The Chicago furniture industry, it has been announced, will 
spend $400,000 in a campaign to re-interest the American peo- 
ple in owning real homes. With this end in view, the furniture 
manufacturers will work in conjunction with the building 
material men at the Own Your Home Exposition, which opens 
in Chicago, March 26. 





Indiana 











Indianapolis and Vicinity. 

Although business in the plumbing and _ heating trades 
throughout Indiana is reported to be rather quiet at this time, 
the master plumbers and steamfitters of Indianapolis are not the 
least pessimistic. While there are no real big jobs under way, 
bids are being asked on a number of big building projects 
that no doubt will be started in the early spring. Much build- 
mg is in store for Indianapolis, the plumbing and _ heating 
contractors believe, as soon as material prices become a little 
more stabilized. Persons contemplating building are going to 
hold off until they think prices of material are down as low 
as they will come for some time. 

Freyn Bros., of 31 West Michigan Street, have received the 
contract for the installation of plumbing and heating systems 
in a new $35,000 school building that is to be erected this 
spring at Pennsylvania Street and Roke Avenue. The firm also 
has received the contract for the installation of a new blast 
heating system in the Monon Railroad Company’s repair shops ° 
at Lafayette. 

Several Indianapolis plumbing and heating contractors are 
expecting to figure on the plumbing and heating contracts on a 
new eight-story hotel building, to cost $400,000, which is to be 
erected in Indianapolis this summer. Plans for the proposed 
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building have not been completed and the name of the owner is 
being withheld. 

Bids will be accepted about March 1 on the plumbing and 
heating systems in a new $10,000 residence and garage that 
are to be erected in Washington Boulevard, Indianapolis, for 
Melville S. Cohn, 136 East Washington Street. 

That a large number of men are out of work in Indianap- 
olis was shown by an incident this week. One of the down- 
town stores inserted an advertisement in a Sunday newspaper 
to the effect that the concern would have work for five men 


Monday morning. About 300 responded, and the police had 
to be called to preserve order. 
Muncie. 


“Plumbing and heating contractors as merchants and busi- 
ness men instead of mere shopkeepers or workers with 
tools,” is to be the keynote of the Silver Jubilee convention 
of the Indiana Society of Sanitary Engineers, to be held at 
Muncie, March 14, 15 and 16. To further this objective, 
members of the local association are interesting other busi- 
ness men and bankers in the convention, and are extending 
to them an invitation to attend the sessions. The public is 
also to be educated along this same line in its conception of 
the plumbing and heating business by being invited to at 
tend the meetings. Hotel accommodations can be assured 
to every member desiring to attend, as the local association 
has reserved the new $750,000 Hotel Roberts for the three 
days. All the meetings will be held under the same roof. 


Other Cities in the State. 


The contracts for the installation of plumbing and heating 
systems in a new school building to be erected at Newland, 
Ind., have been awarded to the Lige Heating & Ventilating Co., 
of Auburn. The new school building will be erected at a cost 
of $35,000. 

sids will be taken in a few weeks on the plumbing and heat- 
ing contracts for the new $127,000 courthouse that is to be 
erected at Petersburg. The general contract for the erection 
of the structure was awarded to Jasper N. Good, of Columbus. 

Plans are being drawn for the erection of a new moving pic- 
ture theater, store and office building at Terre Haute. The 
building will be located at the corner of Seventh and Ohio 
Streets and will cost in the neighborhood of $350,000. The 
plumbing, heating and ventilating jobs will be good ones. The 
building is to be erected for the Indiana Theater Co. 





Cleveland and Vicinity. 

Passing of the first month of the new year marks the passing 
of trying time for the plumbing and heating trades here. Prog- 
ress of public work is proving a boon to large contractors, and 
the influence of the city officials in actually going ahead with 
the big building program made possible by the passage of bond 
issues by the voters last fall is inspiring the smaller investor, 
so that the more modest contractor is getting his share of the 
business as well. 

The next big project before the Heating and Piping Con- 
tractors’ Cleveland Association members is the heating and 
piping compressed air equipment for the new public hall. Lead- 
ing contractors were submitting bids this week, and it was 
expected the award would be made immediately. Change in 
plans by the city architect's department has postponed the 
award for the time being, but all bidders assert they are ready 
to go to work. 

Mayor W. S. FitzGerald has issued orders that the public 
hall work progress with all possible speed, with a view toward 
having it completed by August. This order follows the burn- 
ing of the Gray’s Armory, the only public hall for expositions 
and other features that are destined to appear in the city audi- 
torium. Many projects have had to be abandoned for lack of 
proper display facilities, promoters stated, following the de- 
struction of the armory this week. 

New officers for the joint conference committee of the Heat- 
ing and Piping Contractors’ Cleveland Association were named 
at a special meeting this week. They are: Chairman, F. M. 
Daugherty, the Grinnell Co.; Ed. F. Bohm, secretary. The 
same officials were named as delegates to the convention of the 
National Association of Building Trades of Building Trades 
Employers at Savannah. 

In the belief that plumbing contractors will appreciate some 
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FLUSH -VALVE 


Recommends Itself 


A FTER all is said and done, 


unless a prod- 


uct has real merit and is able to deliver 
the service expected of it, sooner or later 


it is replaced by something better. 


The Cleveland Flush Valve 


is sold on 


honor. Stands on its own merits and gives 
satisfactory service year in and year out. 


Plumbers prefer to install 


the CLEVE- 


LAND Valve rather than a closet tank. It 
costs less, requires less work to install, does 
away with tank troubles of every kind, and 


makes a neater job. 


Fits all standard equipment. 
any style bowl. 


Adaptable to 


Made with Push Button, Lever and Oscil- 


lating Handle. 


Write for circular matter 


Cleveland Flush Meter Company 


Cleveland, O. 


Noble Court and West Second St., 
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The Most Efficient 
Tank Water Heater 
On the Market 


We say that about the Lion Tank Water 
Ileaters with confidence. For fifteen 


vears they have been 2a standard of com- 








parison. They are known from coast to 


coast. Over half a million are giving the 


most satisfactory kind of service. 


LION 


Tank Water Heater 








ee | You take no chances when 
My 4 ou carry lion ‘lank 
Water lHeaters., ‘| he word 
lion is a guarantee of 

ilue qust like “Sterling” is 
\nd ths repu- 
tation of the Lion ‘Tank 


m silver. 


Water Heater means prot- 
ituble business for you. 


Prices of lion Tank 
Water Heaters have been 
reduced. You buy” with 


absolute safety now. In 





fact, vou are using business 
foresight by acting today. 
Place your orders without 
delay so as to insure deliv- 
ery when wanted. 


Lhe practical plumber will 
appreciate the Lion Quick 
Action Tank Couplings. 
‘hath them a tank heater 
can be set up im thirty 


rinules. 





Pittsburg Water Heater Co. 
Pittsburgh, Pa. 
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entertainment before the winter is over, and anticipating their 
need in this respect during the coming summer, the new en- 
tertainment committee of the Associated Plumbing Contractors 
of Cleveland is already getting busy. These festivities for 
1921 will be under the capable direction of R. C. Osbourne, 
T. E. Hagan, H. B. Sullivan, Sam O’Dess and Frank Maurer 
One of the first features in which the committee may assist 
will be the annual banquet of the Master Plumbers’ Council 
district organization, to be held February 10. 

New members to the Associated Plumbing Contractors ot 
(Cleveland, to be named in the last week or so are the City 
Plumbing Co., the South Euclid Plumbing Co. and A. C. Me 
( ormick. 

|, J. Cummertord and P. J. Pickett have left for the Panama 
(‘anal and Antilles, and will return in time for the spring drive 
on new business. 

\. FE. Koblitz, Koblitz Plumbing & Hleating Co., and John 
Leese, of the Warden & Leese Co., have left for California, 
vhere they will spend a few weeks. 

(id system of licensing journeymen plumbers will be con 
tinued in effect here, and the 60 day license plan, favored by 
contractors as a means toward increasing the supply of work- 
ers has been killed. This is the action of City Council Building 
Code Committee, on the ground that the present system 1s 
necessary for the protection of home builders. 

Revision of the plumbing code by the same group at City 
Hall, a question that has been dragging for months, at last ap 
pears about to start. First hearings were held this week, and 
there will be more of the same in the weeks to come. The 
sanitary committee of the Associated Plumbing Contractors otf 
(leveland, headed by Fk H Benhoff, 1S watchine the proceed- 
igs m the interest of the trade. 

Keduction of wages by operatives in the building trades, but 
retention of the closed shop principle of working, will more 
than likely be the outcome of discussions now being held be- 
tween representatives of the Building Trades Employers’ Asso 
ciation and the Building Trades Council, representing con 
tractors and labor respectively. Virtually all members of the 
Heating and Piping Contractors’ Cleveland Association and thi 
\ssociated Plumbing Contractors of Cleveland are members ot 


the employers body 
\t a recent mecting of the organization I. G. Webber, seer 
tary, the National Association of Building Trades Iemployers, 
iddressed the members on phases of working conditions, and 
advocated a clause in agreements that would not prohibit the 
of non-union material on the jobs and also clauses that 
vould permit the employment ot both union and non-union 


men 

Walter Klie, of the Smith & Oby Co., and retiring president 
of the emplovers, poimted out that agreements that provided 
tor observation of the closed shop principles were best for the 
building contractor, as his jobs usually are widely scattered, 
and that organization aids in keeping the workers together, 
whereas the open shop plan might be feasible only in such es 
tablishments as manufacturing, where the operatives are under 
one root 

Need for wage reductions was pointed out by Mr. Klie, how- 
ever, based upon statistics that show that by April 1 living 
costs will have been reduced 30 per cent since December 1, 
and that if this is so it is natural that wage reductions should 
follow 

Sentiment of the building trades operatives 1s against reduc 
ion, as mdicated in the controversy arising from the attempt 
cents to 75 cents an hour. 


, 


to cut glaziers’ wages from 97! 
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Boston and Vicinity. 

( W. Anderson & Co., of 223 Mill Street, New Bedtord, 1s 
now installed in new quarters at 147 Cheney Street and doing 
busimess under the firm name of Anderson & Olson, heating 
and piping contractors. 

The H. E. Whitten Co., of 9 Federal Street, Boston, has the 
contract for heating and A. E. Roberts, of 70 Washington 
Street, tor the plumbing, in connection with alterations to a 
mercantile building at 185 Franklin Street, Boston. A. E. 
Roberts also is doing the plumbing in a new banking building 
heing erected on Devonshire Street tor the National Shawmut 


Bank. 








Pa ye ee 





February 5, 1921 

J. Cohalen, of New Bedford, has the contract for plumbing 
in.a big mill addition in that city. 

The American Steel & Wire Co. is having a sanitary build- 
ing erected at its Central works in Worcester and has given 
the plumbing contract to Tucker & Rice, of that city. 

Contracts recently have been let at Worcester for alterations 
to a theater building on Millbury Street. The heating went to 
Daniel T. Mulcahey, of Worcester. 
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The Master Plumbers’ Association of Portland has started 


the new year with a determination to make it the most suc- 
cesstul yet. Much interest is being shown in the trade exten 
sion movement, and there was a large attendance at recent 
meeting at which 1). L. Hansen gave his talk on the work of the 


bureau. Officers of the association who took the reins with 
the opening of the new year are: Ernest N. Cunningham, 
president; Wilbur F. Blake, vice-president; E. A. Wheeler, 
treasurer; F. A. Davis, secretary; Carroll B. Skillin, clerk: 


and Messrs. Davis, Wheeler, Cunningham, N. M. Knudson and 
Fred W. Lyons directors. 

The annual meeting of the Portland Stove Dealers’ Associa- 
tion was held at the Elks’ Club in Portland on January 22, at 
which the following officers were elected: Charles J. Tilton, 
president; William MeBrady, vice-president; W. T. Bradford, 
treasurer: Edward A. Willard, secretary; Fk. A. Wheeler, W. A. 
\llen, F. E. Wheeler, John Knight, John S. Foss, H. T. Hal 
verson and William McBrady, directors. 

Cunningham & Wewyea Co. is the name of a new heating 
and plumbing concern which has just been incorporated under 


the laws of the state of Maine and will do business in Port 
land. The charter authoftizes a capital of $10,000. The ofheers 
are Ernest N. Cunningham and Albert E. Neal, of Portland, 
and Ernest X. Dewvyea, of South Portland. Mr. Cunningham 


is the newly elected president of the Master Plumbers’ Associa 
tion of Portland. : 


&i «New Jersey 


The Public Comfort Station Campaign in Newark. 

\ithough public interest in the Public Comfort Station proj 
ect for Newark and vicinity is growing with the speed of the 
proverbial snow-ball rolling down hill, the little group of live 
wire citizens who started the campaign are not leaving any 
thing undone which might tend to stimulate enthusiasm, and 
win new converts to the cause. Their latest step in this direc 
tion is the production and distribution of an eight-page, ex 
ceedingly attractive booklet, presenting torcible arguments as 
to why the proposed comfort and shelter stations are neces 
sary, which have been sent out to tive thousand influential resi 
dents of Newark, Irvington, Hilton, Maplewood, South Orange. 
West Orange, Belleville, Harrison, Arlington, Elizabeth and 
Nutley. 

This step is expected to win many additional recruits, and to 
have a potent effect in overcoming the opposition to the project 
that has developed in certain official quarters. With the facts 
of the case now clearly and eloquently stated, in print, the Citi- 
zens Committee on Public Comfort Stations feels contident that 
public sentiment will be aroused to such an extent that the 
municipal authorities will be forced to take action. 

Not the least interesting fact about these booklets ts that, 
although they are profusely illustrated with half-tone cuts, are 
printed on fine paper, and bound in expensive cover stock, tt 
did not cost the citizens’ committee a solitary cent to launch 
this latest and very effective bit of propaganda. Everything 
necessary for the production of the booklets, from the original 
sketch for the front cover to the labor of setting up the type, 
was donated by public spirited firms and individuals who are 
anxious to see the plan succeed. 

“Common Sense and a Public Need” the booklet is entitled, 
and on its front page attention is called to the fact that New 
ark. “the eleventh manufacturing city in the United States, the 
intelligent, progressive city—if we forget some of its barnacles 

the city which, a few years ago spent nearly half a million 
dollars celebrating its coming of age, its beauty and utility, has 
not even a public post against which the weary or the distressed 
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Tight Screw Thread Joints 
Under All Conditions 


You can be absolutely sure of your screw 
thread joints no matter what the temperature 
or pressure if vou coat the threads 
SMOOTH-ON Elastic Cement No. 3. 
pands as it metallizes and completely seals the 


with 
It ex- 
little irregularities that always cause trouble 
with other screw thread compounds. Especially 
valuable for the mean joints——large pipes, high 
pressures, ammonia joints and the like. 


HTave you our big free book of boiler and 


engine room kinks’ Jf not, write for your copy. 


SMOOTH-ON MFC. CO. 
570-574 Communipaw Ave., Jersey City, N. J., U.S.A. 
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National Win- 
dow Week 
February 21st 


Dear Bill: 


The chief difference between 
1920 and 1921 is the word 
“SELL.” 


Last year most of us had _ busi- 
ness handed to us; everybody was 
spending money recklessly. ‘This 
year it’s different; we’ve got to go 
out and hustle; we've got to 
“SELL.” 


Select Kenney Showers as a good 
line to push. The fast-growing 
daily bathing habit opens the way 
for a Kenney Shower in every 
home, either portable or stationary 
model. 


T. KE. B. Bulletin for January is 
making a drive for a National 
Window Display Week Feb. 21-26. 


This is a big opportunity for 
Kenney Shower dealers to cash in: 
make this a drive for a Kenney 
Shower on every tub in your ter- 
ritory. 

Yours, 


J.J. 








Write for Kenney Shower Sales 
Plans. They are in keeping with 
the Trade Extension idea. Over a 
thousand merchant plumbers are 
now making extra profits through 
the aid of these plans. 








THE CURTAINLESS SHOWER COMPANY 


507 FIFTH AVENUE =.- - NEW YORK 














pedestrian may lean and contemplate the municipal stupidity 
that imposes upon its citizens a hundred thousand unrelieved 
emergencies a day. 

“That 1s neither intelligent nor civilized,” the booklet con- 
tinues. “There should be no condition of the devastated pub- 
le purse that can excuse it. A home without a bath and 
toilet is not a home, it ts a stable. A city without adequate pub- 
lic conveniences ts not a city, it ts a zoo.” 

The committee proceeds to give several pages of first hand 
information as to what other cities in the United States and 
abroad have accomplished in the matter of public comfort sta- 
tions. It concludes with the following argument :; 

“With adequate convenience stations Newark’s tone would 
be higher; the morale of her average citizen firmer; her 
churches would be better attended; her department store ac- 
counts more promptly paid; her schools made more effective; 
her health rate higher; her criminal calendar shorter; and her 
authorities more respected. 

“Those with the intelligent civic sense, with practical ideals 
tor the city’s betterment, should look beyond the rim of the 
washbowl and see the moral, the physical and the spiritual 
value in well-constructed, adequately equipped, thoroughly sani- 
tary, and competently conducted public convenience stations. 
\nd for those amongst us who do not see these self-evident 
prospects there is a nice, quiet cemetery out beyond the golf 
course, where, once tucked in, they will not need any kind of 
convenience at all.” 

In the booklet the Committee on Public Comfort Stations 
makes grateful acknowledgment to “Domestic Engineering” 
for its support, both in giving publicity to the movement, and 
in providing several of the half-tone cuts with which the book- 
let 1s illustrated. 

These cuts were published in “Domestic Engineering” some 
weeks ago, in connection with the article on the Allentown, Pa., 
new public comfort station. Arthur J. Smart, vice-chairman of 
the citizens’ committee, was so impressed with these illustra- 
tions, and the powerful appeal they made, that he decided to 
borrow the cuts for the prospective booklet. 

In addition to publishing the cuts, the committee has also 
arranged to have City Engineer H. F. Bascom, of Allentown, 
Pa., come to Newark in the near future to address a monster 
mass meeting on the subject of public comfort stations. Mr. 
Bascom will tell how the plan has worked out in his city, and 
will illustrate his talk with lantern slides. 


Jersey City. 

The Master Plumbers’ Association of Jersey City will hold 
its annual banquet and dance on Tuesday evening, February 
Sth, at the Jersey City Club, Clinton and Crescent Avenues, 
Jersey City. The time has been set as seven-thirty sharp. The 
committee in charge is composed of Joseph Schneiderman, 
chairman; Benjamin E. Farrier, John J. Corcoran, Charles 
Werner, Jacob Fabain, Henry A. Cohendet, William A. Bar- 
clay and Richard Entwistle. 

Other Cities in the State. 

The Raritan Plumbing & Heating Co., Somerset Street, Rari- 
ton, has secured the contract to install plumbing and heating 
systems in six residences to be erected in Somerville for the 
Somerville Housing Corporation, and the plumbing in two other 
residences in Raritan. 

R. J. Southwick, 58 South Street, Somerville, is completing 
the erection of a two-story brick addition to this shop and ofhce, 
and has secured several good plumbing contracts recently. 

Carey Bros., Boonton, have recently moved into their new 
shop and office building at 917 Main Street. The plumbing and 
heating in the Howell & Kimball Building, a garage and an 
apartment building have recently been installed. 

J. T. Kerr & Co., 11 South Warren Street, Dover, have the 
contract to install the heating in the Wharton, N. J., high 
school, and is completing the heating system in the Wharton 
Textile Building. 

C. A. Gilmartin, 820 Main Street, Boonton, has the heating 
contract on the Equitable Life Insurance Building in Powerville, 


G. W. Stilwell, 287 King Street, Perth Amboy, is completing 
the installation of plumbing and heating in three schools, in 
Middlesex, Fords and Woodbridge, respectively, the Hunder- 
ton County National Bank Building in Flemington, and several 
residences, and is installing plumbing and heating systems in a 
residence and the Hall Printing Building in Beachwood. Mr. 
Stilwell will soon move his business from 287 King Street to 
284 King Street, where he will have larger quarters. 

Thomas Wilburn, South River, is installing the plumbing and 
heating in the new addition to the South River High School, 
and is remodeling the plumbing and heating in the old school. 











February 5, 1921 








Jacksonville and Vicinity. 

T. N. Thomson has been awarded the plumbing contract on 
the Arnold Fruit Co.’s building at 404 West Bay Street. 

C. E. Speir is to install plumbing in the residences of J. C. 
Halsema at 2134 Pearl Street, and T. J. Treston, Notter and 
Darnell Streets. 

George Keefe has the plumbing contracts on the building ot 
H. A. Daniel, Fourteenth and Fisher Streets, and a building 
at Cherry Street and the St. Johns River. Plumbing and heat 
ing in the Christian Church Home at Murray Hill, and in two 
residences in that district, will also be installed by Mr. Keefe. 

George Weohlcke has secured the plumbing contract on a 
residence at Ingleside Avenue and Hendricks Street. 

W. G. Duguid ts to install plumbing in the Colored Knights 
of Pythias Building. 

A. L. Gilmour was awarded the plumbing contract on the 
J. E. Abras Building located at 224 Florida Avenue. 

D. A. Mayfield is to install plumbing in the Grace Baptist 
Church at Van Buren and Duval Streets and in the building 
of J. M. Simon on Main and Bay Streets. 

Charles Meredith will install the plumbing in three houses 
for Judge Dubose on South First Street, and on the Land 
Mortgage Bank Building at 611 Washington Street 

C. F. Sallas has secured the contract to install plumbing in 
residences at 851 Dellwood Avenue, Mura and Goodwin Streets 
and the building of E. H. Armstrong at Peral Street and the 
railroad. 

Building permits issued for the first week mm January tn St. 
Petersburg amounted to $103,425, 

The contract to construct the $74,000 school in Fort Meyers 
was awarded to W. C. Robertson of ort Meade 

A business block to cost $50,000 is soon to be erected by Stan 
ley Kitchen and E. A. Fuge. 

Camp Johnston, twelve miles from Jacksonville, is to be con 
verted into motion picture production quarters. More than 700 
acres of ground, with buildings have been purchased by the 
Fine Arts Pictures, Inc. Transtormation of the camp into 
a beauty spot is to start soon, $1,000,000 being the amount to 
be expended for this work. 


Kentucky 


Louisville and Vicinity. 

Nothing has been done as yet relative to final sale of Camp 
Taylor, Louisville, bids having been rejected on one occasion, 
and held up on another. A survey of the camp is now being 
made. It may be some time before the camp will finally be 
disposed of. 

Owensboro, Ky., reports that plans for a new $160,000 
church for the Baptist congregation, as drawn by R. H. Hunt 
& Co., architects, Nashville, have been approved. Over halt 
of the money is in hand now. A separate building will be 
erected for the Sunday school, kitchens, young people’s rooms, 
etc., for meetings of societies, classes and private meetings. 

Louisville jobbers of pine lumber report a much better de- 
mand for lumber from the retailers, and that prospects for 
spring building are looking much better. Retailers’ stocks are 
low and they are stocking a little stuff, but must have a fair 
idea that there will be a fair demand, or they would wait. 

The New Albany, Ind., Lodge of Elks, has announced that 
plans have been approved for a new home to cost $75,000, which 
will have a large swimming pool in the basement, gym. locker 
rooms, etc., and while not especially large, it will be complete. 

L. Jacobson has announced that he will erect a new apart- 
ment house at Brook and Caldwell Streets. He has erected 
over 600 dwellings in Louisville in the past ten years. An- 
nouncement has also been made of the sale of property on 
Fourth Avenue for the purpose of erecting apartments, which 
promise to be in fair demand. 

General contractors of Louisville were somewhat disappointed 
last week when the Belknap Hardware & Mfg. Co. rejected 
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“Lest Ye Forget” 


[Lost Hours 
Lost Prestige 
Lost Profits 


Lost Customers 
Lost Peace of Mind 
Lost Lemper 


We Say It Yet 


Find These Lost Valuable 
Necessities to 
Hlappiness, Prosperity and 
Contentment by using 


WOLVERINE GOODS 
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Quick Action Compression 
BASIN COCK 
Now made with 

China Index Lever Handle 


**Buiit to Maintain a Reputation’’ 


WOLVERINE BRASS WORKS 


Manufacturers 
GRAND RAPIDS, MICH, 


Wolverine Co., Ino. Wolverine Brass Works, Inc. 
New York City San Francisco, Calif. 
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Wash and Bathe in Running Water 





Speakman Plumbers 
usually have plenty of work 


They Are Building Business 
On A Basis Of Quality 


Most of the big plumbers you know 
started business in a small way. Look 
around you Isn't this so? 

And any one of these plumbers will tell 
you that the big factors in his success 
were good hxtures and A-| workmanship. 
You know that your best workmanship is 
wasted on inferior fixtures, for usually 
these are unsatisfactory. Often they have 
to be torn out again—a lot of time lost 
and the customer will probably go else- 
where when he has another job. 

Surely then you can see the economy of 
using Speakman Fixtures. They repre- 
sent the most improved, tried-out design— 
the Deshler Bath Fixture and Mixometer 
Shower shown, for instance. And for 
years they give the service that is expected 
of them without a hint of trouble. They 
help you do the kind of a job you like 
to do. And the kind that makes every 
one for whom you do a job refer to you 
as “my plumber.” 


SPEAKMAN COMPANY 


Wilmington, - - Delaware 


SPEAKMAN 
SHOWERS 
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all bids on a $500,000 warehouse and office building, offers being 

o high that it was decided to hold up the work for a time. 

Most ot the general contractors are now making out esti 
mates, the percentage plan having been dropped, as the builder 
is not willing to take chances with an unknown quantity, and 
in many cases got hit rather hard during the past year or 
two 

B. J. Durham, plumber of Danville, Ky., and active officer 
of the Kentucky association, was in Louisville for the hard- 
ware dealers’ convention. He dropped in to see Secretary 
W. H. Matlack, and outlined plans for organizing Owensboro, 
Henderson and Bowling Green, Ky., cities in which the state 
organization has no members at this time. 

Lousville journeymen plumbers, who had been expected to 
ask for an increase are satisfied with the old rate in view of 
the fact that living costs are declining, and in view of the 
fact that conditions do not warrant asking an increase now, 
which would do more harm than good, through curtailing em- 


ployment. The painters have been on strike for some weeks 
for an increase of from 75 cents to one dollar an hour. Thi 
bricklayers are satisfied with their old scale. Carpenters voted 


to stay on the eighty cent level instead of asking an increase, 
and the plasterers decided to stock at $1.12% cents an hour. 

lourneymen's strikes have been in progress at Bowling 
(sreen, Ky., and one other Western Kentucky town, but it 1s 
believed that they will be settled shortly, as building operations 
are dull to a point where journeymen don’t stand any too great 
n opportunity to secure full employment even at old rates. 


Statements made during the state conventions in Louisville 
st week by leaders of the State lumbermen’s association, and 


! { 

also the hardware association, show that prospects are fair in 
some sections of the state. Tobacco districts are not expected 
to do much, nor coal mining districts unless coal prices 1m- 


prove and demand picks up. 


Montana 


lk. (s. Hatch, of Hardin, has been awarded the contract 
for the plumbing in connection with the erection of the Custer 
(ounty High School at Miles City. The General contract was 
awarded to Lease & Leigland of Great Falls, on a bid of $183, 
31. The plumbing calls for an expenditure of $43,062. Struc- 
ture will be three-story, fireproof, and will contain a swimming 
tank, gymnasium, woodworking shops and auditorium seating 
1.000, ete 


he 








(onstruction work exceeding in value $1,400,000 was carried 
on in Boise during 1920, according to the annual report of 
Paul Spangenburg, Superintendent of Buildings. During 1919, 
$1,767,358 was expended in new construction. Permits tor 
heating plants issued by the Building Department during 1920 
were as follows: Steam plants, six, $46,200; hot water, twenty- 
nine, $29,895: natural hot water, eleven, $11,583: hot air, 106, 
$27,450 








Johnson & Nelson, Willmar, have had plans completed for 
the construction of a two-story brick building, which will house 
their plumbing shop and show room. 

sjenson Plumbing & Heating Co., Willmar. is installing 
plumbing and heating systems in several buildings in that city, 
and two schools in nearby towns, and is completing plumbing 
and heating systems in several residences. 

(. I. Berg, Breckinridge, is completing plumbing and heating 
installations in several residences im that city. 

The Moorehead Plumbing & Heating Co., Moorehead. has 
secured the plumbing and heating contracts on the Moorehead 
High School, City Hall, Third Ward Grade School, Sinclair 
Refining Co.’s building, fourteen residences, and the plumbing 
nm twenty residences in Moorehead, and ten residences in Hills 
horo, N. D. 
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The Strand Service Co., Moorehead, is completing the in- 
stalldtion of plumbing in fifteen residences in that city, and has 
been awarded the plumbing contract on the residence to be 
erected in that city for J. Rolfus. 

Chris. Schill, Moorehead, has been awarded the plumbing and 
heating contract on the First State Bank Building in that cits 
and on a fourteen-apartment building, also to be erected im 
Moorehead. The heating in the Fulton Garage ts also to be in 
stalled by Mr. Schill. 

Don MacEachern, East Grand Forks, 1s completing — the 
plumbing and heating installations m the Drayton Hospital, 
Drayton, N. D., Crystal State Bank, Crystal, N. D., and the 
plumbing im the Sullivan & Labodie Block, twenty residences 
in Kast Grand Forks and vicinity, and also has 48 sewer and 
water contracts on his books. 


North Dakota 


Fargo. 

[). J. Driscoll has recently been awarded the plumbing con 
tract on eighteen residences being erected by the Cullen Lumber 
Co. and 1s completing the installation of plumbing in. twelve 
other residences in Fargo. 

W. H. McDermott is to install plumbing and heating in the 
warehouse being erected by Spaulding Co., and in the North 
Dakota State Home, in largo 

(Chaplin, Nanson & Co. have changed their name to the Fargo 
Electric Co. and will conduct a plumbing, heating, ventilating 
and electrical business. Among the plumbing contracts now 
being executed are the Borup School at Borup, Minn., the Due 
dale School, Dugdale, Minn., and a number of residences 

The plumbing and heating business of the Witt & Putnam 
Plumbing & Heating Co. has been purchased by the Baker 
Plumbing & Heating Co., kargo. The latter concern 1s install 
ing plumbing and heating in twelve residences being erected tor 
the State of North Dakota Home Building Association, and 
heating systems in the Motor Sales Co.’s building and in six 
other residences now being erected in largo. 

Stevenson & Stabley have secured the contract to install 
plumbing and heating in the country residences and tarm 
buildings of the Elmwood Dairy Farm. 

Sorenson & Guyer are completing heating systems in thirty 
six residences nearing completion and are to install heatmg in 
two store buildings soon to be efected in Fargo. 

J. I. Keller is completing the heating and ventilating systems 
in the St. Mary Parochial School, the plumbing and heating 
in the Knights of Columbus club rooms, and the remainder ot 
forty residences being constructed in Fargo. 

Ed. Madison is installing plumbing and heating systems in 
the auditorium of the Norwegian Lutheran Church, and a $25, 
000 residence, and the plumbing, heating and ventilating in St 
lLuke’s Hospital. 

(;reenshields & Co. have been awarded the plumbing and heat 
ing contracts on the Pembina School at Pembina, the Grandon 


~ 


School at Grandon, the Averill School at Averill, Minn., the 


Advance Rumley Building, the Calvary Evangelical Church 
and is completing plumbing and heating systems in thirty resi- 
dences in Fargo. 

A. E. Champlin & Co. has recently been awarded the plumb- 
ing and heating contracts on the Hope School at Hope, N. ))., 
and is completing plumbing and heating in several residences. 

Grand Forks. 

John Hulteng & Co. are installing the plumbing and heating 
in five residences being erected by the Hulteng, Berg, Lunseth 
(o., and have recently secured plumbing and heating contracts 
on three other residences, the Northwood Theater at North 
wood, and are completing the plumbing in thirty-two farm resi- 
dences in the vicinity of Grand Forks. 

The Northwestern Plumbing & Heating Co. has secured the 
plumbing and heating contracts on the Hopple School at Hopple, 
N. D., and the Hanna School at Hanna, N. D., the new build 
ing of the Salvation Army, the bank building at Climax, N. 1). 
and is completing installations in eight residences. 

Harry Helps is completing the installation of plumbing in 
several residences in Grand Forks and 1s being kept busy with 
remodeling and repair work. 

The Dakota Plumbing & Heating Co. has secured the plumb 
ing and heating contracts on the Ada School, Ada, Minn., the 
addition to the Bethesoda Hospital, a school in Creary, N. D., 
the gymnasium in the school at Larimore, N. D., and on the 
lyeaconess Hospital. 
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Perfec- 
tion 
Improved 


Wrought 
Steel Pipe Hanger 


Ne. 1 Open 


In producing this pipe hanger we have 
succeeded in combining the  essentials— 
strength, lightness, beauty of design and 
cheapness. 

Only the best wrought steel enters into 
its construction, not a single piece of cast 
metal being used. 

For ease of appliance this hanger is un- 
equaled. It is adjustable tor different 
lengths without the use of pipe couplings 
or any tools. 

Accommodates itself to the expansion of 
pipe in any direction. 

Made in a variety of lengths and special 
lengths can be furnished to order. 

A superior hanger in every way. 

Write for catalog showing the complete 
Perfection Line. 


The Beaton & Cadwell Mfg. Co. 


Pioneer Plate 


New Britain, Conn. Manufacturers 
Branches: New York Office and Store, 234 Water St. 
Western tative—Harry Verbeek Co., 208 N. Welle St., 


Represen , ' 
Southern Atlantic States Representative—-P. ©. Abbott, Richmond, Va. 
PDastern Canadian Representative—J. R. Devereux & Co., 358 Beaver 
Hall Square, Montreal, Quebec. 

Western Canadian Agenta—A. BE. Hinds & Co.,, Galt Bidg., Winnipeg. 
Canada. 

Pacific Coast Represemtative—Wm P. Horn & Co, Rialto Bidg., 
San anciaco, Calif 

Wm P. Horn & Co... 301 Kerckhoff Bldg... Los Angeles, Calif. 

Wm. P. Horn & Co. 711 Deekum Blidg., Portland, Ore. 

Wm. P. Horn & Co., 1105 L C¢. Smith Bldg., Seattle, Wash. 
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A quick, permanent, economical 
way of fastening fixtures, grounds 
ortrimto any wall, hollow or solid 
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ANKOR BOLTS 


~OLVE the problem. ‘They are a fea- 
ture of modern, economical building 
practice that makes it possible to set 
grounds quickly in perfect alignment re- 
gardless of inequalities in the surface of 
the wall. They make it no more difficult 
to fasten a light soap cup or a heavy radi- 
ator, wall cabinet or blackboard to a 
glazed or hollow tile wall without any pre- 
vious insertion of nailing blocks, than to a 
specially prepared construction. 
It makes no difference if the wall is solid 
or hollow, expanded metal or wooden lath 
and plaster, hollow or glazed tile, stone, 
brick or compo board; the ANKYRA 
Ankor Bolt holds the fixture, trim or 
ground to the wall and makes the wall 
‘arry the weight because the ANKYRAS 
rivet themselves to the wall and adjust 
themselves to any variation of thickness. 


The ANKYRA circular explains the many time, labor and money 
saving applications. Your copy is ready to be mailed. Where? 


ANKYRA MANUFACTURING CO. 
155 Berkley St. Wayne Junction 


PHILADELPHIA 


Hold in any wall. 
Self-Riveting, 
Self-Adjusting. 
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Quick alignment of 
grounds secured by loosening 
wood screw in Ankyra and taking up 
space with wedges as showa. 
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James Black is to install plumbing in several residences to 
be erected in largo, and is doing considerable repair and re- 
modeling work. 

Wahpeton. 

The Wahpeton Plumbing & Heating Co., Wahpeton, has se- 
cured several good sized plumbing and heating contracts re- 
cently in Wahpeton and vicinity. 


California 


San Francisco and Vicinity. 

Under an agreement signed last week between the San Fran- 
cisco contractors and the Building Trades Council of the labor 
unions all labor troubles now pending, or which may arise in 
future, will be submitted to a board of arbitration whose de- 
cisions are to be final and binding on both sides. This means 
that strikes and lock-outs in the building industry are from 
now on to be abandoned and 1s taken by all of the trade to 
mean that building progress in San Francisco will be unim 
peded and will receive the greatest impetus ever known. 

The effect of the understanding arrived at with labor and 
its evident attitude of fairness and intention to carry out the 
new agreement in both letter and spirit is the subject of wide- 
spread conversation in building circles throughout California, 
and is said to augur well for the building boom which is about 
to be commenced in the California metropolis this spring. The 
board of arbitration which is permanent includes Archbishop 
Kk. J. Hanna, Max A. Sloss, ex-associate justice of the Cali- 
fornia Supreme Court, and George L. Bell, consultant in indus- 
trial relations and management, who primarily brought about 
the understanding. Master plumbers throughout the city say 
the get-together means much to the plumbing and heating trade 
here. 





Los Angeles and Vicinity. 

Large building projects for which permits will probably be 
issued during 1921 by the Los Angeles city building department 
comprise a dozen or more structures, with an aggregate value 
of $10,000,000. 

Architect G. Albert Lansburg, of San Francisco, is preparing 
plans for the New Orpheum Theater at Eighth and Hill Streets, 
estimated to cost $1,500,000. The contract has been awarded 
to Macdonald & Kahn. 

Architect Edwin Bergstrom is working on plans for the new 
(;rauman’s Metropolitan Theater at Sixth and Hill Streets, to 
cost $1,500,000. The foundation is in, but the permit for the 
superstructure has not been issued. 

The Davidson Construction Co. has secured the contract for 
the University Club to be erected on Hope Street, between 
Sixth and Seventh Streets, to cost $600,000. Allison & Allison 
are the architects. 

William Curlett & Son have been commissioned to prepare 
plans for the Union Bank Building, which is to be located at 
Eighth and Hill Streets, and will cost about $400,000. 

Architects Parkinson & Parkinson are preparing plans for 
the Security Trust & Savings Bank Building in Hollywood, to 
cost $400,000. 

Architects William Curlett & Son are preparing plans for the 
new Fifth Street Store to cost $1,500,000. 

Edwin Bergstrom is preparing plans for the Elks Club Build- 
ing to be erected at Eighth and lower Streets, and estimated 
to cost $1,000,000. 

William Curlett & Son are preparing plans for the Morosco 
Theater that is to be erected at Seventh and Hope Streets. It 
is estimated that this theater will cost between one to two mil- 
lion dollars. 

The Los Angeles Board of Education, at its regular mecting 
in January, commissioned the following architects to prepare 
plans for new school buildings: Montgomery & Nibecker, Bar- 
ton Hill and Buchanan Street schools, eight rooms each, cost 
$72,000; Train & Williams, Belvidere School, eight rooms, $72,- 
000; Novenberg & Johnson, Breed Street School, ten rooms, 
$90,000 ; Rea & Garstrang, Budlong Avenue School, four rooms, 
$36,000; C. F. Skilling, California Street School, eight rooms, 
$72,000; Hunt & Burns, Custer Avenue School, eight rooms, 
$72,000; Krempel & Erkes, First Street School, twelve rooms, 
$108,000; Parker O. Wright, Santa Monica Avenue School, 
four rooms, $36,000; Walker & Eisen, South Park Avenue 
School, eight rooms, $72,000; Albert C. Martin, Utah Street 
School, twelve rooms, $108,000; and Witmer & Watson, Vine 
Street, twelve rooms, $108,000. Edgar H. Cline, the school 
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board’s architect, will design the Wilton Place School of four- 
teen rooms to cost $126,000. Besides the above the board will, 
at its next meeting, select architects for ten-room additions to 
the Gardner, and Main Street School, twelve-room addition to 
Tenth Street, and Menlo Avenue School, and two new grade 
school buildings in the San Pedro district. 


Architect C. H. Briggs, Morgan Building, is to prepare plans 
for a new county jail building to be erected on the court house 
site. 

E. L. Plantice, 4120 Central 
ed the contract, at $9,554, 
city of Calipatria. 

The R. F. Felchlin Co. has prepared plans for a 
community apartment house to be erected at Van Ness 
and Franklin Street by Fk. M. Phelps & Co. 

The Torrence Hospital Association has been organized for 
the purpose of erecting a modern hospital at Torrence. 

Sites were approved at a special election for five new school 
buildings to be erected in Phoenix. Bonds in the sum of $350,- 
000 were voted some time ago and have been taken up. 

J. Fredenburg was awarded a contract, at $2,351.31, for erect- 
ing a laundry building and installing equipment at the county 
hospital. 

The Thomas Haverty Co., 316 East Eighth Street, has re- 
ceived the contract and will install plumbing fixtures in the fol- 
lowing residences: 5453 Russell Avenue, 1158 West Fifty- 
seventh Street, 1451 North Ogden Drive, 1640 Maltman Avenue, 
153 West Thirty-eighth Street, 337 South Catalina. 


R. L. Hinckley Co., 1107 Highland Avenue, has been awarded 
the contract for plumbing in residences at 5345-47 Russell Ave- 
nue and 7216 Franklin Avenue. 

Frank Meline will erect a one-story brick store building, 87x 
115, at Seventh and Lebanon Streets, for the Sun Drug Co. 
The contract amounts to about $22,000. Mr. Meline will also 
build a two-story residence, to cost $12,000, at 2039 North 
Hobart Boulevard. 

Charles W. Walker secured the contract to erect a two-story 
dormitory building, 40x188 ft., at 841 North Howard Boulevard, 
for the California College and Holiness Bible School. The 
structure will cost about $16,000. 

H. J. Knauer, 1129 Story Bldg., has completed plans for two 
twenty-four room flat buildings to be erected on Normandi 
Avenue between Eighth and Ninth Streets. 


L. M. McMacken of Inglewood is to build a 
frame residence in Hollywood for A. J. Tobey. 
cost is $35,000. 


The Los Angeles Building & Contracting Co. 
nine-room frame residence, to cost $10,000, at 
Westchester Avenue, for Mrs. Ben Schoenfeld. 


Jos. Preter secured the general contract, at $21,487, 
ing a brick addition, 60x176 ft., to the Stutz garage 
ington and Figueroa Streets. 

C. D. Goldthwaite has a contract to erect two eleven-room 
residences on Olive Hill, at Hollywood Boulevard and Vermont 
Avenue, for Aline Barnsdal, The house will cost about $40,000. 


The Richards-Neustadt Construction Co. will built a two- 
story hospital, 110x85 ft., in Brockman Court, on West Adams 
Street, for the Los Angeles Orthopedic Foundation. The build- 
ing will cost about $100,000. 


Fred C. Coryell has the contract, at $32,000, to erect a one- 
story brick store building at Seventeenth and Hill Streets for 
Annie M. Forthman. 

Marshall P. Wilkinson will erect a one-story brick store 
building, 75x70 ft., at 6032 Hollywood Boulevard, for Rich & 
Garlock. The building will cost about $16,500. 


Fred R. Johnson of Los Angeles will build a ten-room res- 
idence, garage, several guest cottages, farm houses and barns 
on an orange ranch near Covina for W. E. Bush. The build- 
ings will cost about $50,000. 


John S,. Walters is erecting a two-story frame flat building, to 
cost about $15,000, on Fourth Avenue, near Twenty-first Street, 
for Louis J. Koch. 


J. W. Stromberg is erecting a two-story twenty-room flat 
building at 1810 Iver Avenue, for Ben Porter. The contract 
amounts to about $15,000. 

The Southwestern Construction Co. has secured the contract, 
at $26,000, to erect a one-story brick garage on Central Avenue, 
between Seventh and Eighth Streets, for Mrs. Fred Fallis. 

S. M. Cooper is to build an eight-room residence, to cost 
$14,000, at Bellefontaine and South Pasadena Avenues, Pasa- 
dena, for Frank Hale. 
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: W* are headquarters 


for all kinds of small 
sanitary plumbing ware— 
such as Basins, Urinals, 
Short Hoppers, etc. 
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Our lines are complete. 
Prompt shipments assured. 


John Maddock & Sons 


Trenton, New Jersey 
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isss Cypress 1921 
Defies Decay 


60% Cheaper than the Next Best 








Wyckoff’s Water-Proof 
Steam Pipe Casing 


1s composed of selected and carefully in- 
spected staves of Cypress. ‘wo casings of 
Cypress wood, the inner shell, 2 inches 
thick and an outer shell, 1 inch thick. A 
Y% inch dead air space extending entire 
length of casing between shells, except 4 
inches on each end. This results in a com- 
bination of non-conductive materials that 
prevent radiation of heat. 


Send for a copy of catalog P 


A. WYCKOFF & SON CO. 
ELMIRA, N.Y. 


Atlanta, Ga.— 
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ig Heating Business 


Is Being Secured by Users of 
Horigan’s 
Aqua 


Tank 


Use With 


Very Small Pipe 
Very Small Valves 


SAVES 
Material 
Labor 
Fuel 


Nothing Else Needed 





Write for Facts Today 








Horigan Supply Co. 
St. Joseph, Mo. 
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American N. P. Connected 
Waste and Overflow 
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This Overflow is made with all cast parts; 
134” or 114” im size and in any gauge 
tubing desired. Regular or Adjustable. 


American Sanitary Mfg. Co. 
ABINGDON, ILL. 
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Robert E. Millsap has the contract, at about $15,000, tor the 
erection of a one-story brick store building, 65x150 ft., on 
Western Avenue, between Eleventh and Twelfth Streets. 

Lange & Bergstrom of San Diego and San Francisco wer: 
awarded the contract, at $21 1,450, tor the erection of a quarter 
master’s storehouse, 280x90 ft., at the marine base, San Diego 

(harles D. Wagner has a contract to erect a two-story brick 
store and office building at Sixth Street and Western Avenu 
tor Mrs. Olive Aiken. The building will contain seven store 
ooms and twenty-three offices. 

Architects John Parkinson and Donald B. Parkinson, 420 
fitle Insurance Building, are preparing plans for a group oft 
hotel buildings to be erected on the former Senator Jones prop 
erty ot Santa Monica for Gilbert S. Stephenson. 

(Architect Albert C. Martin, 430 Higgins Building, has com- 
pleted plans tor a two-story chapel and school building to be 
erected at 226 South [lewitt Street for the Roman Catholic 
Bishop ot Monterey The cost will be about $25,000, 

H. J. Knauer, 1128 Story Building, has prepared plans for a 
two-story 24-room flat to be erected on Normandy Avenue, be 
tween Eighth and Ninth Streets, for J. EK. Wheeler. 

\. S. Barnes, 1103 Story Building, is preparaing plans for 
several residences to be erected in Whitley Heights for th 
Whitley Heights Syndicate. 

Plans are being prepared by the Santa le Railway tor an ice 
plant to be erected at Hobart Station. The building will cove: 
an area ot S5x275 feet. 

\rchitects Noerenberg & Johnson, 761 Pacitic Electric Build- 
ing, have prepared plans and are taking bids for the erection 
of a two-story residence to be built in Lafayette Square for 
Harry Collins. 

Architect ©. M. Warren, 220 Stimson Building, has com- 
pleted plans and is taking bids for a two-story frame rest home 
to be erected at Belvedere for the Jewish Ex-Patients’ Home 
\ssociation 

\lfred FY. Priest, 618 Fay Building, 1s preparing plans for a 
two-story brick addition to the lodge building ot the Redondo 
Beach Elks Lodge. 

The Los Angeles Building & Construction Co., 312. Marsh 
Strony Building, has the contract, at $10,000, for the erection 
{| a nine-room residence at Seventh and Westchester Avenue 
tor Mrs. Ben Schoenfeld. 

|. L. Jones, 468 Pacific Electric Building, has prepared plans 
for a seven-room hollow tile residence, to be erected at Alta- 
dena for Hackel. 

\rchitects William Curlett & Son, 518 Merchants’ National 
Bank Building, have completed plans and are taking bids for 
the erection of a six-story bank and office building at the north- 
east corner of Eighth and Hill Streets for the Union Bank & 
rust Co. 

Architects Walker & Eisen, 403 Hibernian Building, are pre- 
paring plans for a one-story brick building, 60x165 ft., to be 
erected on the east side of Spring Street, between Sixth and 
Seventh Streets, for McDonald & Co. 

\rchitect John C. Austin, 1125 Baker-Detnier Building, 1s 
completing plans for the new high school building to be erected 
in the Bonita Union High School district, near Pomona. 


Architects Glass & Butner, of Fresno, have prepared plans 
for a nine-room residence to be erected at Twenty-first Street 
and lluffman Avenue, Merced, for J. H. Simonson. 


Other Cities in the State. 

Bids for heating and ventilating and another set of bids tor 
plumbing will be received by the Board of Education, Los 
\ngeles, up to February 9, for a school to be built at 3109 Sixth 
Avenue. 

A hotel to be known as the Miramar, with 200 rooms and a 
large number of baths with modern plumbing and heating ar- 
rangements, will soon be erected in Santa Monica by Gilbert 
S. Stephenson, it is announced by John Parkinson, Los Angeles 
architect 

New plumbing with more baths and new fixtures will be 
installed at the Terry Apartments, East Ocean Boulevard, 
Long Beach, according to announcement by the owner, Herman 
Kischer. 

The Bakerstield Plumbing Co. is the successful bidder for 
installation of plumbing in the first unit of the Hawthorne 
School. Bakersfield. at $5,280. Contract for radiators has been 
awarded to the Cole Manufacturing Co. for installation at the 
Lincoln Schoo! there at $5,200. A new school, to be known 
as the Washington School, will soon be built and an addition 
is to be constructed at the Jefferson School. 
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Stockton is having another public comfort station erected and 
is advertising for bids. 

One of the largest and most elaborate motion picture the- 
aters in the world is to be constructed in Los Angeles in con- 
nection with a modern bath house and six-story apartment 
dwelling, all to be in one structure. Dodd & Richards. of Los 
Angeles. are the architects. The building will be located on 
(icean Boulevard. An artificial open air pond is to be built in 
front of the structure. 

Segregated bids will be received on both plumbing and heat 
ing installation for the Demair High School, Modesto. The 
Davis-Heller-Pearce Co., of Stockton, are architects. 

Gixson & Farrar, of Bishop, have been awarded the contract, 
on a bid of $27,865, for plumbing and heating installation on 
the projected high school building there. 

Ralph lloodberg, of Los Angeles, desires bids on the con 
struction of a hotel at South Front Street and Crane Avenue, 
Turlock. 

A 150-room tourist hotel of modern construction with about 
100 baths is planned for Brawley, Cal., according to Leonard L. 
Jones, los Angeles architect. Bids will be called for Soon 


A community hospital is to be built at Riverside at a cost 
of $250,000. Ross L. Hammond is president of the board of 
directors. 

four new hotels in Southern California, each to cost from 
a half to two million dollars, are planned by Harry C. Hervey, 
of Hervey Bros., Los Angeles. 

\ woman's gymnasium and baths will be installed at a cost 
of $50,000 at Occidental College, Pasadena. 

Plans have been completed for erection of a $200,000 apart 
ment house on West Seaside Boulevard, Long Beach, by H. H. 
lLochridge, local architect. The construction will be modern 
throughout. 

Segregated bids for both plumbing and heating will be re 
ceived until February 15 for the new Kane County courthouse 
at Kanab, Utah. 
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PROVINCE OF QUEBEC. 





Montreal. 

While building operations are slack for the moment, as is 
natural for this time of the year, the plumbing trade 1s being 
kept busy. 

Preparations are going on apace for a considerable amount 
of building work next spring and summer. An office building to 
house the Builders’ Exchange and the offices of all the various 
building trades’ associations connected with the exchange is 
to be erected. This building, it is proposed, will be ten stories, 
and will cost $1,500,000. It is believed that many of the build 
ing, plumbing, roofing, general contracting and builders’ sup- 
ply firms will have offices in the building. A special commit- 
tee of the Builders’ Exchange has been appointed to consider 
this project, composed as follows: John Grieve, Dominion 
Paint Works; R. N. Davy, Dominion Bridge Co.; J. P. Anglin, 
Anglin Norcros Co.; A. T. Alexander, National Brick Co.; 
Wm. Rutherford, Wm. Rutherford & Sons; W. S. Sample, 
Geo. A. Fuller Co., and A. if Horne, Lockwood Greene Co. 

Another big job in prospect is the construction of a thousand- 
room hotel, at an estimated cost of $8,000,000. Many smaller 
jobs are already being prepared, and there is no doubt that 
busy times are on the way. 

The agent of the International Union of Plumbers and 
Steamfitters here declared recently that the strike instituted 
by the union over fifteen weeks ago is still on, and that 150 
of their men are still out of work. Whether these 150 are 
really striking because of the attitude of the Master Plumb- 
ers’ Association, or whether they are the plumbing trade’s con- 
tribution to the unemployment which is fairly general through- 
out the cities of the Dominion is a point to be discussed, but 
the members of the association agree they have not suffered any 
inconvenience from the determination of the 150 not to return 
to work “till economic conditions permit of their accepting the 
75 cents an hour which the association offers.” This last quota- 
tion from the declaration of the union representative repre- 
sents a step nearer conciliation than their determination three 
months ago not to return “till the association agreed to 90 
cents an hour.” 
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The Ultimate Cock 





Cut 
Shows 
Closed 


Position 


Displaces ground key. Wastes with quarter turn. 
Ask your jobber or write direct for your sample. 


Pioneer Alloy Products Co., Inc. 


16605 Euclid Ave. Cleveland, Ohio 














Excello Cleanouts 


The one shown with 
brass screw plug is Extra 
Heavy throughout. Can 
be furnished with high 
Hexagon Head if desired. 
Plug is full Opening to 
permit test plugs. Threads 
are Iron Pipe Taper and 
cut deep and clean. 
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The other illustration 
No, 80—Size 2-inch 
shows our all Iron Clean- No. 85—Size 3-inch 
out sold throughout the No. 90—Size 4-inch 
United States. It has a 
heavy cross bar close up to 
the lid, which enables us to 
use a very short heavy 
brass bolt, thereby elimi- 
nating any chance of twist- 
ing it off. Cap is pro- 
vided with a_ recessed 
washer, so it can not be 
blown out in testing. 
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Send for catalogue, and 
: : No. 55—Size 2-inch 
rices on our co . : _ 
P whan mplete line No. 65—Size 3-inch 
of plumbers iron products. No. 75—Size 4-inch 


THE COOPER FOUNDRY CO. 


ATCHISON, KANS. 
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Citere Greatest Value 









Longest 
Service For Each 
Guaranteed DUMPS DollarInvested 
Hand and PS 4 For Seer 
Power Service 


Quality Pumps 


SAY BROTHER! What’s the use 
wasting time’ Douglas Quality Pumps 
are the best that money can buy. They 
insure Satisfied Customers every time. 


Douglas Pneutank 
Outfits put pleasure 
into your business 
and profit into your 
pocket. 

88 vears of pump ex- 
perience built into 
the Douglas Design. 
All fully quaran- 
teed. 

Write for Full Details 


W. & B. Douglas 


Middletown, Conn. 
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In the Spotlight $3 Yearr 
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Confidenc 

To know that the brass goods you handle and mstall are manufactured by 
a concern that has enjoved over thirty-three years’ business success, shoula 
confirm your confidence in the product. McRae & Roberts goods have this 
reputation behind them 


The McRae & Roberts Trade Mark ig a sign of good quality and jastu 
service. See that it appears on the brass goods you buy 
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The McRae &@ Roberts Company, Detroit i] 
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ILLINOIS MASTER PLUMBERS’ ANNUAL CON- 
VENTION. 


(Continued from Page 299.) 


the building industry by jurisdiction of labor disputes, but 
pointed out that the Chicago Federation of Labor had recently 
had a meeting at which steps were taken to solve this difficulty. 
Mr. Cannon also spoke of the need for more apprentices, the 
desirability of permitting immigration into this country, and 
the necessity for a careful scrutiny of all bills introduced by 
labor. He concluded by announcing that the next National 
convention will be held in New Orleans on June 7th, 8th and 
9th. 
The Legislative Committee’s Report. 

The report of the legislative committee followed, showing 
that the committee of the journeymen had opposed the masters 
regarding any changes in the present plumbing law. The legis- 
lative committee advocated an amendment to the present plumb- 
ing law providing for the appointment by the Department of 
Registration and Education of a state plumbing inspector and 
also for amendments defining the words “plumbing,” “master 
plumber,” and “journeyman plumber.” Efforts will be made to 
secure amendments to the present law at the coming session oft 
the state legislature. 

Arthur Bateman on “Overhead Expense, Etc.” 

This report was tollowed by a talk by Arthur Bateman, of 
the Trade Extension Bureau, in which he emphasized the neces- 
sity for the proper allotments for overhead expense, prominent 
locations, good displays, advertising, and accurate accounts. 

Thursday Morning Session. 

Geo. S. Moore, of Chicago, read the report of the msurance 
committee, which pointed out the advantages of having all the 
master plumbers of the state place their liability insurance with 
the Lumbermen’s Mutual Casualty Co. because of the low 
rate and dividends to be obtained from this company. The 
committee reported that about 50 per cent of the Illinois 
master plumbers do not carry any lability insurance. 

“Merchandising on a Declining Market.” 

In a very interesting talk, Frank Stockdale, of Chicago, dis- 
cussed “Merchandising on a Declining Market.” He urged the 
plumbers to make use of the services of the Trade Extension 
Bureau and all other educational helps including the reading 
of the daily papers and recognized magazines in order to keep 
informed regarding business conditions in general. Keep your 
husiness on a high plane, sell professional service rather than 
hours of labor, and build up the public’s confidence, were some 
of his admonitions. Mr. Stockdale advised the delegates to 





Top Row: A. G. Bishop, Ft. Wayne Engineering & Mfg. Co., 
Ft. Wayne; J. H. Rohler, Milwaukee Air Power Pump Co., Mil- 
waukee, Wis. Front Row: Geo. 8B. Barron, Representative, and 
Geo. J. Dehn, President and General Manager, Compound in- 
jJector and Speciaity Co., Chicago: W. C. Haviland, Secretary, 
illinois Master Plumbers’ Association, Aurora. 
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buy staple goods and to buy in small! quantities, but often, rather 


than occasionally and in large quantities. He stated that the 
the 


United States, but that at the present rate of growth the mas 


hardware dealers’ association was one of strongest m the 


ter plumbers’ association would soon be fully as strong. He 


maintained that most of the trouble in the world 1s caused by 


a lack of a definite understanding and, therefore, urged the use 
of the quotation slips and uniform contract blanks handed out 


“Tf 


Let peopl 


at the convention as well as all other educational helps. 


you have something good, cash in on it, advertise. 


better 


is the 


know the real service you do for them and they will be 
satistied, and the wagging tongue of a satistied customet 
best kind of advertising,” were statements made by Mr. Stock 
dale, 


customers, 


who also advised the delegates to watch the credit of their 
The Memorial Committee’s Report. 

report of the memorial committee was read, 

tribute to those 


As the 


vention rose in of their number who has 
On. 
The 


were 126 accredited delegates present 


report of thre credentials Omimittes showed that thers 


President Benning then appointed W. J. Schlegel, Bellevill 
(. W. Alcock, Chicago, and R. P. Alton, to 
the next auditing committee. 


Kennedy, serve as 
The Resolutions Committee’s Report. 
fhe resolutions committee then reported. The 


work contained 


convention 
accepted the suggestions regarding organization 


i the president's report, also the suggestions tor the zoning 


of the state, and the securing of more apprentices. The reports 
of the auditing committee and the state secretary were also 
accepted by the convention 

The resolution by the Evanston-Wilmette and Kenilworth 
Master Plumbers’ Association tor changing the convention time 


to August was rejected by the convention 
A resolution endorsing the program ot the legislative commit 
to the state 


appomtment by the 


tec tor amendments present plumbing law provid 


ing for the Department of Registration and 


Education of a state plumbing inspector and for detining the 
words “plumbing,” “master plumber,” and “journeyman plumb 
er,” was adopted by the convention. 

commit 


A resolution endorsing the stand of the imsurance 


tee was next adopted, as was the resolution by the Danville and 


Springfield Master Plumbers’ Associations placing the conven 


tion on record as in favor of the American Plan of Employ 
ment. 
Thursday Afternoon Session. 

At the afternoon session the resolutions committee completed 
its report, and the convention adopted resolutions raising the 
dues to the National Association from $2 to $5, and accepting 
the report of the board of directors. 

Paper Read on the “Take-a-Bath-a-Day Campaign.” 

The reading clerk, Mr. Brownell, then read a paper outlining 





G. W. Haire, and A. C. Brown, President, The 


Chicago Faucet 
Co., Chicago; L. H. Julius. Onward Mfg. Co., Menasha, Wis.; 
J. C. Jamieson, Geo. J. Roberts Co. Dayfon, Ohio. 
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“Burlington”’ 


Ball Cock 


Closet tanks equipped 
with the “Burlington” 
Ball Cock cannot fail to 
give satisfactory service. 


In the 
“Burlington” is simplic- 
ity itself. Nothing to get 
out of order. Durable. 
Made of high grade metal 





construction, 


by expert workmen. 





Elevated or submerged 
pattern. 
W rite for descriptive matter of 


“Burlington” Ball Cocks, Flash 
Valves and Tank Levers. 





Patent Applied For 


Burlington Brass Works 


BURLINGTON, WIS. 




















The Better Water Supply System 


AEWARLT Ii 








modern outfit is built for real service and 


This 


makes food wherever installed. 


i = PETERS 
f | 3 Electric-Automatic 
mE WATER SYSTEM 


Electro-W eld 
Tank on 







' > 


4 


a 





With 
Pneumatic 
Sub-Base. 











Equipped with our 
latest design bac k- 
geared pumping. unit 
having eccentric type 
connecting rod. All 
working parts operate 


in oil bath. 


For vertical lift up 
to 25 ft. Capacity 
135 Gals. per hr. 

The PETERS line 
includes just the 


right outfit for every 
water supply job. 


Write for Catalog 




















MAKES 
HEATING 


| THE PERMANENT BOILER COMPOUND 


SOLD_ON A'MONEY-BACK GUARANTEE 


728 Bulleti i 
The Thomas Company 773, F7ci2, Building 
Distributor : 


FRANCIS A. HADLEY, Woolworth Bidg., New York City 
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Kerosene Heaters 
ARE SELLING 


The K. B. Detroit heater is 
selling, because it is the only 
heater that burns either kero- 
sene or gas equally well. 


Let us tell you about this 
money-maker. 


Detroit Heater Corporation 


715-717-719 Grand River Ave., Detroit, Michigan 
Trier entire rom sir nonin cel a 





Peeler Teli irene uiinnnenit nite, 











WILHELMIland MODERN 
Copper Range Boilers 


IMPROVED 7 , . IMPROVED 
WILMELM4 Unexcelled in design, MODERN 
BOILER material and workman- BOILER 
PAT EN Et hi PAT ww’ 
ship. 
AUG.12 189 . 
apeih.ii ies Interior thoroughly 
we tinned. 
No iron used in con- 
struction. 
Guaranteed against col- 
lapse. 
Always. satisfactory. 
You can. safely install 


them on your best jobs. 
Order frem your jebber. Made by 


Hayes Manufacturing Co. 


Paterson, N. 























Did you read our half page advertisement on 
the No Bolt Service Box in the January 22 issue 
of ‘“‘Domestic Engineering?” 


Sanitary Company of America 
LINFIELD, PA. 

Philadel phia—@40 Drexel — ete VYork—56 Chereh St. 

Beetee—<432 Rice Bidg 1404 Arrett Bids. 

Factories: Linfield, Pa. and East Greenville, Pa. 
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a Day Campaign” now being conducted by 
The convention voted to go on record 
paper published 


the “Take a Bath 
“Domestic Engineering.” 
as supporting the campaign and ordered the 
by the publicity committee. 

Address on “Collections.” 

\iter President E. J. Benning had been named as delegate- 
at-large to the National Convention and C. D. Brownell alter 
nate, the delegates listened to an address by Arthur Bateman 
of the Trade Extension Bureau, who took up the matter of 
collections, emphasizing the importance of making them prompt- 
ly. He pointed out the use of the uniform contract as an aid 
to collections. Mr. Bateman also advocated the giving of a 5 
per cent cash discount and the use of a good series of collec- 
tion letters. He then stated that the trade acceptance was again 
coming into favor in this country and that it has long been 
used extensively in England and Europe. He concluded with 
the advice that the master plumber include his salary in figur- 
ing his overhead and drawing out that salary weekly. 

Election of Officers. 

After the convention had accepted the Mr. 
Brownell to hold the next convention in Champaign-Urbana, 
the following officers were elected for the coming year: 

President, Wm. J. Johnston, Bloomington. 

First vice-president, J. J. Cahill, Evanston. 

Second vice-president, Wm. G. Bergner, Granite City. 


invitation by 


Manion, Freeport. 
Exhibits and Exhibitors. 

An exhibit of sanitary goods open to the public was inaugu- 
rated at this convention. For this purpose the lobby of the 
hotel was secured and because of the hearty co-operation of 
the manufacturers, it was a great success, and every available 
space was used to show sanitary fixtures and appliances. The 
exhibit was advertised in the local papers by the state associa- 
tion, while the local association placarded the city with the re- 
sult that a great many people came to see the various displays 
and to hear them explained by the factory representatives. 

The Scott Valve Co., Chicago, had a very attractive booth in 
charge of Matt Dwyer. 

The Milwaukee Air Milwaukee, Wis., 
had its pumps in operation in its booth, which was 
in charge of J. H. Rohler. 

The Ruud Mfg. Co., Pittsburgh, displayed several of its 
water heaters, and were well represented, J]. H. Fleischli and 


Treasurer, J. F. 


Power Pump Co., 


one of 


Carl Singer being in charge. 

The Chicago Faucet Co., Chicago, had a well furnished dis- 
play of its goods, A. C. Brown, president of the company and 
(reorge H. Haire, being kept busy describing its products. 

The Unity Sales Co., Chicago, was represented by G. H. 





A. Krueger, The John Douglas Co., Cincinnati, 0.; E. C. 
Hansen and R. C. Hansen, Economy Scale Remover Co., Chi- 
cago Heights, Ill.; A. E. Cartin, Sanitary Fibre Products Co., 
Chicago; J. W. Shelihamer, N. O. Nelson Mfg. Co., St. Louis, 
Mo.; R. L. Bridgman, American Radiator Co., St. Louis Branch. 
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Fegers, who displayed the automatic and instantaneous 


heaters of the Toombs Mfg. Co 
E. C 


Scale 


and Ralph C. Hansen ably represented the Economy 


showing the various 


Chicago Heights, IIl., 


Remover Co., 





The Exhibit of the Economy Scale Remover Co., Chicago 


Heights, illinois. 
Stages in the manufacture of the company’s product. <A _ very 
attractive display of the goods was also maintained. 
Among the many interesting exhibits was that of the National 
Trade Extension 
Prof. Arthur Bateman, 


Bureau, Evansville, Ind., presided over by 


who showed and explained the various 
business forms issued by the Bureau. 
( hio, 


Mendelson. 


The Hotstream Heater Co., Cleveland, had a display 
of its goods in charge of L. R. 
The Western Pump Co., 
tankless water supply system in operation. 
charge of F. H. Bradford of the Chicago Branch. 
The Fort Wayne Engineering & Mfg. Co., Fort Wayne, 


Ind., maintained a very attractive booth displaying and demon- 


Davenport, lowa, displayed its 


The exhibit was 1n 


trating deep and shallow well pumps. A. G. Bishop was in 


charge. 


os a 


aa 


aE 











The Exhibit of Fort Wayne Engineering & Manufacturing Co., 


Fort Wayne, Indiana. 
A complete line of Dehn Sanitary Safe guards, garage 
drains and grease traps, were displayed by the Compound 


Injector & Specialty Co., Chicago. The booth was in charge 
of George J. Dehn, president and general manager, and George 
who greeted their many friends. 

Mich., was represented by 


B. Barron, 


The Humphrey Co., Kalamazoo, 
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‘|TWO DEADFROM 


the 


«s} FUMES OF AUTOS;| nt 
_| WOMAN, 82, KILLED | 


-_ Two men were asphyxiated yester- ta 
21 day by fumes from the exhausts of. 
43 | their automobile engines running in 
35 | Closed garages. Andrew D. Cameron, 
r.'225 Woodbine avenue, Wilmette, was; co 
19 | found dead by his wife, after he had/ co 
ie | gone to the garage in the night to) po} 
id| drain the radiator. He was manager | C@ 
at {of the loan department of George M. 
1e | Foreman & Co., mortgage loan bank-| 
‘ers, 11 South La Salie street. }t 
Joseph Schlink, 2756 Seminary ave-| ‘gd 
was found by his wife uncon- 





to 


Be 








iS 
q {| nue, 


sg | ScHous from fumes in his garage. rie 





From Chicago Tribune, 11-13-20 

Are you responsible for such conditions 
existing in your city? 
INSTALL DEHN’S PEERLESSS GARAGE DRAINAGE 
SYSTEM TO AVOID SIMILAR EXPERIENCES 


Compound Injector & Specialty Co. 
Established 1897 


George J. Dehn, S. E., President 
Originators, Designers & Sole Manufacturers 
of 


DEHRSANICAD 


419-421 North Laramie Avenue, Chicago, III. 
Meee uei Len iieniiiireniiniieuicii elt) tte 


GheLLECTRO-BOIL 


ElectricImmersion Heater 


is in demand wherever 
hot water is needed 
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A simple, safe and effective device that fur- 
nishes warm or boiling water the moment it 
is wanted, at lowest possible cost. 

The “Electro-Boil” is made in sizes to meet 
every heating need—from a small quantity to 
bathtub full. 

Attach to electric socket, turn on switch and 
place in water until desired temperature is 
reached. No working parts to break, nothing 
to repair, will not burn out, and breaks the 
circuit when removed from water. 


Liberal discounts 
allowed to insure 
attractive profits. 


Write today and or- 
der a sample of 
each size. We will 
mail prepaid, and 
invoice at the spe- 
clal dealers’ dozen 
price. 





Milwaukee Manufacturing Co. 
1316 Fond du Lac Avenue 
MILWAUHEE, wis. 
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Where specifications cal) for « 
high grade shampoo fixture, you 
can safely instal! 


The “S & K” 
Rainbow 


(-955 ie one of our latest mod- 
els Quick action. 
for the operator. 
specify distance from center of 
cock holes 


Manufactured by 


Street & Kent Mfg. Co. 


549 Fulton Street 
Chicago Illinois 
Eastern Representative: 

}. W. Gannon, 30 Church 8t., 
New York City 
Paelfie Coast Representative: 
Wm. P. Horn Co., Rialto Bidg., 
San Franeciece, Calif. 














EXCELSO 


Meets New Requirements 


It means no coils in the fire-box to deaden the 
fire. It assures an even tank temperature 
whether the fire burns wild or low. 





The copper coils easily removable from the Excelso 
Can b- connected to steam. vapor or hot water boilers: 

also used for heating with live steam : 
Made in five sizes. When used below the water line 


ot steam or vapor ho: eres if W ll heat tanks of from 30 - 





to 170 gal capacity 

No fitter should overlook this winnirg proposition 

lay we send particulars? 5 
ok 


EXCELSO SPECIALTY WORKS 


119 CLINTON STREET BUFFALO, N.Y A 











Northern Indiana 
Brass Foundry Co. 
FOUNDERS OF 
Quality Castings 


SEND US YOUR PATTERNS 





P. O. Box 455 : ELKHART, IND. 














When you order Bibbs, Cocks, 
Stops and Valves, be sure that 
you specify 


“Haydenville Products” 


Manufactured Only By 


THE HAYDENVILLE COMPANY 


HAYDENVILLE, MASS. 
Since 1845 
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(,eorge J. Leibold, who displaved two large automatic gas water 
eaters, two tank heaters and one instantaneous shower bath 
eater 
he Crean ge | Roberts Co... Davton, Oh howed one oft 
ts pumps in operation. The company’s booth was in charge 
t J. ©. Jamieson 
The exhibit of the Onward Manutacturing Co., Menasha, 


\Vis.. consisted of a vapor air moistener and a chart showing 


ts installation [. Hf charge. Was kept busy 


Julius, who was in 


<plainine the details of the device 
Phi lohn Douglas Co., Cimeimnnati, « xhibited the Douglas 
y Horn Closet connection, Arthur Krueger beine in charge. 


“SCOTT VALVE COMPANY. 
CHICAGO 


wr 





The Exhibit of the Scott Valve Co., Chicago. 


fhe Pittsburg Water Heater Co., Pittsburgh, Pa., exhibited 
its water heaters. W. Fk. Blake of the Chicago Branch was in 
harge of the booth. 

The Sanitary Fibre Products Co., displayed its toilet seats, 


made of tibre, in three colors. The company’s representative 


{ orbin Was kept busy dese ribing thre product 
Dayton, hw. 


Platz. ae. 


| 


The Duriron Co. In displaved its products 


cd pleasing manner I ae had charge oT the booth. 


\ modern bathroom and kitchen fixtures were exhibited by 


the Springteld Master Plumbers’ Association in a booth main 
tamed by’ the association. 
Mtg. Co, 


well show room demonstrators and a new deep 
the 


Phe Burnett-Larsh Dayton, Ohio, displayed shal- 


low and cle cp 


head A 


induction 


feature of the display was new repulsion- 


the 
Lantz, Dayton, Ohio; | 


motor with which companys pumps are now 


B. Kurtz, Chi- 
Dare, Havana, I[Il, and 


bemyg equipped, \\ |. 


go; H. S. Pettengill, Chicago; J. F. 


kk. M. Billhimer, Champaign, Ill, were in attendance. 
Supplymen in Attendance. 
The following members of the supply fraternity attended 


the convention 
(ceorge W. Brown, sales manager, Peters Pump Co., Kewanee, 
1 


Harry Snow, Peerless Selling Co., Evansville, Ind. 


k. E. Larson, Wolverine Brass Works, Grand Rapids, Mich. 

Robert L. Bridgman, American Radiator Co., St. Louts 
branch. 

J. W. Shellhamer, N. O. Nelson Mfg. Co., St. Louis, Mo. 

\W. C. Ferguson, president, Ferguson Segment Block Co., St. 
Louis, Mo 


W. W. Weaver, Inland Supply Co., Danville, I. 


(hicago. 


John T. Fitzsimmons, president, Plumbing Sales Co., 
W. E. 


I... briedman, Chicago. 


Clow, Jr., James B. Clow & Sons, Chicago 
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kK. EF. Greisz. Thatcher Furnace Co.. Chicago. 


(. B. MecHaley, Biggs Pump & Supply Co., LaFayette, Ind es 
cB Mea, tes Pane & Sept Coy LiFe, ECONOMY AUTOMATIC 


W. A. Conwell, The J. L. Mott Iron Works, Trenton, N. | 
J. B. Hinton, H. W. Johns-Manville Co., Chicago 





COMBINATION BOILERS 


AND 


GAS WATER HEATERS 


ECONOMY GAS BOILERS 
PEERLESS GAS BOILERS 


Your Jobber Sells Them 


ECONOMY HEATER COMPANY 


108 SOUTH LA SALLE ST. 
- CHICAGO 


e he De DH TD 


G. W. Brown, Sales Manager, Peters Pump Co., Kewanee, Iil.; 

G. H. Eggers, The Unity Sales Co., Chicago; R. E. Larson, Wol- GAUGE GLASS 

verine Brass Works, Grand Rapids, Mich.; Matt Owyer, Scott 

Vv 2 icaqo: J. T : : . IMMEDIATE DELIVERY 

ee Chicago; J . Fitzsimmons, Plumbing Sales Co STANDARD AND HIGH PRESSURE 
Our High Pressure Glasses have fused ends 

and are annealed by special process. Try 

Entertainment. them for highest steam pressures. 


I). kK. Greig, chairman of the local association's convention We manufacture Automatic Air Valves ané 
Hot Water Thermometers, 


MAGEE STEAM SPECIALTY CORPORATION 


136-138 Beekman St., NEW YORK CITY 


eh bh 


Conaenecnnvnacgvvtenonessnacguvtaansveacyusnnnncpeeenneneuncgeeenenteeeoczuvnnannsny Cotneouoczevunnnsv c3eseanenias COHtUnNNEN 
Th M Combination Cast Iron 

C Wiarvel sink and Laundry Trap 
S3ody 4x7 inches. Made 
with 1% and 2-inch out- 
lets. 

The MARVEL Line 
includes a Trap suitable 
for every bath, — sink, 
laundry, shower, etc. 

Write for catalog of 


complete line or ask your 
robber. 


Detroit Marvel Brass Mfg. Co. 




















committee, which included 1). M. Stewart and James F. Mur 








phy, was ever on the alert to greet delegates and. visitors te 
the convention, and Mrs. Wm. J. Woolley was a central figure 











in the entertainment for the ladies. for whom an automobil 
trip to the chief points of interest about the city and nearby 





points, including the Lincoln monument, was the feature Wed 


nesday morning. On the afternoon and evening of the day 


Le) 


before, they had been tendered an informal reception in th 
Leland Hotel and a box party at the Majestic Theater. Th 


ladies spent a pleasant afternoon on Wednesday in the = sun 


atest 


parlor of the hotel at a luncheon and card party, and in the 
evening an informal dance was given in the convention hall 


Refreshments in the sun parlor and a box party at the theater 


( 


on Thursday afternoon kept the ladics entertained until the 





convcntion adjourned. 
Convention Notes. 

A large and beautiful pedestal lamp was presented to the 
convention by A. Krueger, John Douglas Co., A. Gleason Bishop, 
't. Wayne Engineering & Manufacturing Co., Rudy E. Lar 
son, Wolverine Brass Works, John T. Fitzsimmons, Plumbing 
Sales Co., J. W. Shellhamer, N. O. Nelson Manufacturing Co., 
Wm. Conwell, J. L. Mott Iron Works, and W. W. Weaver, 
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Trap Specialists 


CRU eR edi elliiellien 








—_ 
san , = Fig. 35 
Inland Supply Co. The lamp was sold and the proceeds, $118.50, 326-332 Rivard Street DETROIT, MICH. . 
were turned over to the state association. ey HUHNONUOCSunoannnnneey VM NUEEREOAC UMN QUUUAHETEUE ss 
Late News from Massachusetts. 
Lawrence R. Byron has been appointed inspector of plumbing ee ‘ne : 5 Ty 













for the city of Woburn. He succeeds Richard Spencer who he 
resigned because of the provision in the ordinances which pro -* 


hibits the holding of the position by any person engaged in the 


plumbing business in the city. 
Contracts recently have been let for a Junior High school Plu b 


building at Peabody to cost in the neighborhood of $600,000. 





. , . or “A 
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rass Goods 


oats daa .e 
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Reardon Bros., of Lynn, secured the plumbing contract. The Recognized Standard 
James S. Cassedy, formerly president of the National Asso 

ciation of Master Plumbers, is one of the most aggresive mera Traps Supply Pipes 

bers of the school board of his home city of Cambridge. He , , 
teint era, reese ee eae 5 Closet Tank and Seat Trimmings 


came out victor in a recent tight for abolishment of standing 
committees of the board. Connected Waste and Overflows 


A. N. Blanchette, of Lawrence, has the contract for heating Write for Catalog and Prices 
and E. J. Cagne for plumbing in a convent being erected on 
Groton Street, Lawrence, for the Sacred Heart of Mary Roman Fro3t Manufacturing Co., Kenosha, Wis. 
Catholic church. The building will be three stories and of 











brick. { 
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A HELP YOU NEED 


The National Price Guide 
should be on the desk of every 
buyer of plumbing and heat- 
ing supplies. 


Itis completely revised each 
month, giving latest authentic 
prices. Securely bound. 


The March issue is now 
ready for distribution. 





=. 


National Plumbing & Heating Supply Co. 
201-239 E. 63rd St., Chicago 











Let Sirocco Engineering service solve your ven- 
tilating, heating and cooling problems. Send 
for catalog. 


[AMERICAN BLOWER COMPANY 


DETROIT. MICHIGAN U SA. 








The Need of the Hour 


Here is a fuel-saver that reduces coal 
bills 20%. The Z. T. Soot and Gas 
(Consumer is easy to install on any steam 
or hot water boiler, or hot air furnace. 

Produces better combustion. Permits 
use of cheaper fuel. Holds fire longer. 

Generates more heat from coal. 
Requires less attention to fire 

A good business getter for you. 






Write for catalog 


Z. T. Soot & Gas Consumer Company 
346 Main Street Oshkosh, Wis. 








KEROSENE 
= WATER HEATER 


WICKLESS BURNER generates its 
= gas and throws a clean, powerful 
ame. 


Basy to operate and guaranteed for 
satisfactory service. 


Once sold—stays sold—no comebacks. 


THE HOTSTREAM 


HEATER CO. 
CLEVELAND 


‘“‘Makers of Heaters that Heat’’ 


(We also make a complete line of 
single and double copper coll, and 
cast iron coll gas water heaters.) 
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HEATING ENGINEERS’ MEETING LARGEST IN 
HISTORY. 


(Continued from Page 26.) 


second Vice-President: H. P. Grant, Philadelphia, Pa. 

Treasurer: Homer Addams, New York, N. Y. 

Members of the Council: Jos. A. Cutler, Chicago; Samuel 
Ek. Dibble, Pittsburgh, Pa.; Wm. H. Driscoll, New York; Ed- 
win S. Hallett, St. Louis, Mo.; E. Vernon Hill, Chicago; 
\lfred S. Kellogg, Boston, Mass.; E. E. McNair, Detroit, 
Mich., and Perry West, New York. 

Friday Afternoon Session. 

The final session of the meeting was opened by Mr. Gillies 
who read a paper by W. F. Wurster on “Economizers.” Then 
followed a paper by A. M. Feldman on “Method of Utilizing 
Heating Systems for Cooling Rooms in Summer.” 

Secretary Obert presented a report of progress on behalt 
of the Committee on Synthetic Air Chart, the recommendation 
being to refer the subject to the Research Laboratories tor 
further study. 

The report of the Committee on Revision of Constitution 
brought out much discussion on the affiliated membership ques- 
tion, and a vote was unanimously carried that no affiliate mem- 
bership be created and that the council encourage the chapters 
to invite students to the meetings. 

A paper by Robert Hughes entitled “Forced Hot Water 
Circulation Heating System—Girard Estate, Philadelphia,” was 
read by Charles V. Haines, and illustrated reprints were dis- 
tributed. 

W. T. Spivey, director of mechanical engineering, Drexel In- 
stitute, spoke briefly on the heating and ventilating course 
that is being conducted among other engineering work at the 
Institute. E. S. Berry, president of the Eastern Pennsylvania 
(Chapter, said that seventeen students there are members of the 
society. 

Secretary Obert synopsized the papers, “Accelerated Hot 
Water Systems,” by A. J. Wells, and “Proper Circulation of 
Hot Water Heating Devices for Domestic Service,” by A. 
Buenger. 

Perry West presented a written discussion on the two papers, 
referring particularly to corrosion in hot water pipes, deoxi- 
dization and deactivation. He illustrated his talk with lantern 
slides, bringing out the hot water capacities for various classes 
of buildings and much data on the hot water consumption 
hourly throughout the day. 

Mr. Wilcox suggested that a better way to determine re- 
quirements is by the service unit rather than the fixture unit, 
and he‘passed around blueprints showing hot water estimate 
sheets and charts on consumption for a 300-room hotel, a 40- 
apartment building (150 people), a 93-apartment house (150 
people) and a Y. W. C. A. 

Vote of Thanks to Eastern Pennsylvania Chapter. 

The convention came to a close when William H. Driscoll 
rose to commend the Eastern Pennsylvania Chapter tor its 
splendid efforts in making the convention a wonderful success. 
The results were most gratifying and showed what months of 
effort, co-operation and personal sacrifice could accomplish. 
Mr. Driscoll said that he reflected the feelings of every mem- 
ber of the society in extending a most cordial vote of thanks 
to the chapter. <A rising vote of thanks was given, and in re- 
ply, on behalf of the chapter, President Berry said Philadel- 
phia had been honored by the meeting, that the attendance of 
such a large number had been inspiring, and the appreciation 
shown by the visitors was a great reward for the efforts of 
the chapter. He stated that the registration showed the pres- 
ence of 524—276 members and 248 guests—more than twice as 
large as any previous annual meeting, and 436 people attended 
the banquet. He paid particular tribute to the presence of 
73 men at the final professional session. 

The convention then adjourned 
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Entertainment Program. 
Philadelphia proved itself worthy of the highest place among 
the hospitable cities of the United States by arranging a pro- 
gram of entertainment second to none in the history of the 
society. Far from being slow, Philadelphia is in the front 
rank. The Eastern Pennsylvania Chapter wanted to 
that, and did so most conclusively. Months of effort on the 
part of six committees, under the general chairmanship of 
John F. 


which was complete in every detail and left nothing what- 


prove 


Hale, resulted in carrying out a plan of sociability, 


ever to be desired. 
On Tuesday evening a held in the 
Room of the Bellevue-Stratford Hotel, followed by dancing. 
Wednesday morning closed; took the on a 
Independence Hall group, returning 
The entire afternoon was 


reception was Clover 


busses ladies 
sight-seeing trip to the 
for luncheon to the Arcadia Cafe. 
devoted to a trip to League Island Navy Yard for all present. 
While the members were in the Fuel Session Wednesday even- 
ing, the ladies saw the “Hitchy-Koo” Revue. 

Thursday morning the busses again were at the disposal of 
the ladies for a sight-seeing trip to Horticultural Hall, Me- 
morial Hall, the Acquarium and parts of Fairmount Park. 

The banquet in the Rose Room of the Bellevue-Stratford 
Hotel was an exceptionally brilliant affair, the attendance num- 
bering 436. During the dinner a jazz orchestra, interspersed 
by vocal and other musical selections, maintained a delight- 
fully cheerful atmosphere. 

The toastmaster of the evening was Joseph A. Steinmetz, 
president of the Aero Club of Pennsylvania, and Mayor J. 
Hampton Moore, of Philadelphia, and Huston Thompson, chair- 
man of the Federal Trade Commission, were the speakers. 

Mayor Moore, in an interesting talk, spoke of the 1926 ex- 
position to be held in Philadelphia to commemorate the 150th 
anniversary of the birth of our country, and said plans were 
being made for the finest exposition ever held. 

Mr. Thompson gave a fine talk on the work of the Federal 
Trade Commission in its effort to “ventilate” American busi- 
ness in all its branches to facilitate progress. 

Dancing was enjoyed until ta. m., and when “Home, Sweet 
Home” was played there was a unanimous feeling that the 
evening had been spent most happily. 

Friday morning a number of members made a trip to the 
Girard Estate to look the hot-water circulation 
system. At noon the ladics and some members took luncheon 
in the banquet room of Kugler’s Restaurant, the entertainment 


over forced 


program closing with an afternoon trip to the plant of the 
Curtis Publishing Co. 

The committees who worked untiringly under the general 
chairmanship of John F. Hale were as follows: 


Finance, C. V. Haynes; Hotel, Registration and Informa- 


tion, R. E. Jones; Transportation, Visits and Automobiles, 
S. E. Plewes; Banquet, H. P. Gant; Meetings, Benjamin 
Adams; Ladies’ Reception and Entertainment, E. T. Murphy. 


The Ladies’ Auxiliary consisted of Mesdames E, T. Murphy, 
E. S. Berry, John F. Hale, George W. Barr, Charles V. Haynes 
and H. B. Hedges. 

Research Bureau. . 

The Research Bureau maintained headquarters in the Green 
Room of the Bellevue-Stratford Hotel, and Dean L. A. Scipio 
and O. W. Armspach were always on hand to explain fully 
what has already been done and the future plans of the bureau. 
Hung on the walls were reproductions of the Hill Synthetic 
Air Chart, temperature, humidity and air motion chart, indus- 
trial air chart, and blueprints of the conditioned air test ap- 
paratus and the thermal testing plant at Pennsylvania State 
College. Apparatus shown included that used by the Bureau 
of Mines for determining dust in the air, the Palmer dust 
counter, and an electric boiler used to generate steam for test- 
for other researches where an accurate 


ing radiators and 


measurement of heat is required. 
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SOMETHING ENTIRELY NEW IN 


SILL-COCKS 


Semi-Finished, Pol- 
ished aluminum 
wheel Style N. 
Style O—Heavy 

rough pattern built 

for service. 





STYLE O 


STYLE N Beth shown ia catalog D 


KINSEY & MAHLER CO. Peoria, lil. 
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Made of Castex Whitest Vitrified China <a 
Possibly “Morseal” isthe Only Q@°™ 
Wash Down Closet for You? cians 


lt is Cleaner 


Have You Thought About It? 


CHICAGO POTTERY CO. 


1924-40 Clybourn Ave- 
CHICAGO 


> 


, 
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Simplify Your Heating Jobs 


Whenever you install the ‘‘O-B’’ Perfect Heating System 
(Three in One) your customer not only geta more for his 
money, but the simplest, most flexible system made. 





Let us tell you how to convert unsatisfactory steam 
and hot water jobs into “O-E”" ‘°3-i '' systems 
The expense is nomirmal as compared with results 


Write for Booklet ‘‘A.’’ 


O-E SPECIALTY MANUFACTURING CO. 


884 Third Street, Milwaukee, Wis., U. 8. A. 





























JCK- PRESSION 
U PATENTED 
UICK-PRESSION is the trade-marked 
name of a patented faucet construction. 
Its distinguishing feature is full opening 
with positive quarter turn, whether the fau- 
cet is new or old. 


Naturally, because of its great popularity, attempts 
have been made to imitate it. But only genuine 


LWICIC PRESSION 

as 

so branded and bearing our name, has proved per- 
manently successful. 


Insist on QUIGCPRESION 
Look for the trade-mark 


Ghe CENTRAL BRASS 


MF'G. CO.0/ CLEVELAND 
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Save 75% 


in Cost of Specialties! 


Vacuum Steam 
Heating 
valves and un- 
parts. jects all aur 
from radiator and Saves 
30% in fuel over single-pipe sys- 


[he Holmberg 
i rap and system Ot 
, s | : 

luyminates all air 


MUU een Hii 


7 * 
bit’c CSsSai ¥ 


pipes. 





PR 


tem. Is Fool-proof, Self-cleaning, 
Non-adjustable. Just what you 
want for new and overhauling 


Write for particulars. 





The Holmberg Steam Trap Co., Lindsborg, Kan. 
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Turner New Gasoline-Kerosene Torches 


Burners are all constructed alike, containing all the 
patent features, however different in size ng 
to price. Baffle in burner will generate low grade 
of gasoline or kerosene without adjustment. Adjusting 
needle eliminates enlarging of orifices that makes all 
burners useleaa. Flared tube will siphon correct amount 
of air regardicss of adjustment or size of flame. The 
patent pump involves the perachute principle Leather 
ie free and will not wear. Drip cup made of sheet 
steel stamped, copper plated. Burner generates easly 
and produces more heat on leas fuel than our old line. 
ur Triple Jet takes the place of our well known 
Double Jet, involving all the new patent features. 
A trial order will convince you. If not satisfactory, 
money refunded All parts interchangeabie. Jobbers 
will carry repairs—not necessary to be without torch— 
fix it yourself. With ordinary use a torch will last 6 
lifetime 


The Turner Brass Works 
Illinois, U. S. A. 





list $13.60. 


eT eML el nnunnenii i ite UU eT TT 


Sycamore - 


No. 28 Quart torch, 
list $18.40. 
No. 16 Pint torch, 


Watrous Patent Plumbing Specialties 


Duo-Jet Closets and Flush 
Valves; Urinals, Self-closing 
Cocks; Liquid Soap Fixtures; 
Drinking Fountains, etc. 


Send for our Catalog. 


IMPERIAL BRASS MANUFACTURING CO. 
510 S. Racine Ave. CHICAGO, ILL. 





RAGESER 
PRODUCTS 


Recognized by Master Plumbers as leaders 
particular fleld 





ur Line Includes: 





Tanks for Gasoline. 
Tanks. 


Water 


Storage 
Expansion 
Pneumatic 
Tanks. 
Steam Thawing Machines. 
Ralston Water Stills, etc. 


Copper and 


Sinks, 
Silver. 

German Slilver 
and White Metal. 


Pantry 
German 

Drainboards, Supply 

Range Boilers, Copper and 
Galvanized 

Storage Tanks for Hot Water, 
Black, Galvanized and 
Copper. 


John Trageser Steam Copper Works 


447-457 W. 26th St., New York City 


Write for Catalog. 


ULNGINEE RING 
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NEW ENGLAND PLUMBING INSPECTORS’ ANNUAL 
MEETING. 


[he question of uniform plumbing regulations for all cities 


and towns in Massachusetts, which has been the subject Oo} 


much study during the past two years, was discussed at great 


vth at the annual meeting of the New England Association 


of Plumbing Inspectors held at the Boston City Club in Boston, 


Thursday afternoon, January 27. Three members of the 


tate commission which spent much time on the matter and 


vhose “Domestic 


exhaustive report was published recently in 
guests of the association and addressed the 
Whipple, of Har 
chairman, Kelly 


Kelly represented the master plumb 


kngimecring, were 
The \ 
vard University, the 


lhomas M. Wilson. Mr 


vathering were Protessor (,eorge 


and Edward C. and 


ers on the commission and Mr. Wilson the plumbing inspec 
tors 

The meeting of the association opened at noon with a 
luncheon at which 45 members, representing every state in New 


After the tables had been cleared and 
Bates, 


kngland, were present. 


the smoke of the Havanas began to ascend, Ernest G. 
president, called upon the speakers and later 
there was The 
also discussed a pending bill for state supervisors of plumb- 
as the tirst step toward the adoption of uniform regula- 


aot Springfield, the 


a general discussion of the subject. members 


no 
tions. This bill was endorsed by the association 
Phe election of ofheers tor the current Vear resulted in 
the choice of the following: 

President, Charles A. White, of Boston. 

lirst vice-president, Andrew J. Burnett, of Melrose, Mass. 

Second vice-president, J. J. O’Connor, of Manchester, N. H. 
P. Walker, of Waterbury, Conn. 


Bemis, of Providence, R. I. 


Third vice-president, J. 
Fourth vice-president, R. S. 
Secretary, A. R. Brown, of Southbridge, Mass. 
John J. Mulloney, of Boston 
Tower, of Springfield, chairman. 

M. Wilson, of Boston, chairman. 

Ways and committee, L. E. Medford, 
Mass., chairman; [larry Clayton, Boston; C. C. Chadwick, 
Newton, Mass., and Inspectors Lynch of Fall River, Mass., and 


lreasurer, 
Scientitic committee, Fk. W 
|Levislative committee, T 


means Morrison. of 


Maloney, of W orce ster, Mass 
The question of a midsummer meeting was left in the hands 


of the Reports of the officers and 


committees for 1920 were read and showed the association in a 


ways and means committee. 


flourishing condition with increased interest being manifested 


ii its deliberations. There is a feeling among some of the 
members that meetings should be held more frequently, and it 
is possible plans may be worked out later for section mectings 
at different periods during the year, as it is felt that it might 
be difficult to get all of the members out more often than at 
present because ot the large territory covered by the organiza- 


tron 


Maryland Master Plumbers’ Annual Ball. 
The annual ball of the Maryland Master Plumbers’ Associa- 
tion will be held in Baltimore, March 29th, it 1s announced, and 
it is hoped that all the members will be present on this gala 


occasion. 


Fred L. Frick, Tucumeari, New Mexico, has recently com- 
pleted the contract to remodel and add to the heating system 
in the high school building in that city. This contract called 
for the installation of two boilers so connected that they could 
be operated separately or together, and he also installed larger 


mains and more radiation. 


Relapse Ahead. 
A physician claims to have restored two patients to sanity 
by pulling their teeth. When they see the bill they may go 
“Pittsburgh Sun.” 


crazy again 
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“BRE HYGIENIC” SEAT 


pace 


atonts. 
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Heating Department. 
1,365,694. Valve Construction. George R. Jernstedt, Jersey 





City, N. J. A valve de vice of the class described comprising PATENTED DECEMBER 7, 1915 

a body portion provided with intake and exhaust ports of 

site ; ne . __ ees . ) No. 2138 

passages, gate valves for controlling the communication be 

tween said passages, a sleeve cam mounted in said body portion Write for descriptive circular telling why this steel 
; : reinforced “BRE HYGIENIC” seat, open front and back 

and provided with a valve stem which extends through said is guaranteed not to come apart. 


body portion, a shaft movably mounted in said sleeve cam BRE Mfg Co Hyde Park Dist Boston Mass 
nnn ° 7 2) . . 


transversely thereot and adapted to support said gate valves, 











and means whereby a partial revolution of said valve stem will 











raise said gate valves to fully open the communication between 





said ports or passages. 


The Kelly Controller 


FOUR SAFETY DEVICES IN ONE 


Replaces a non-return valve, steam separator, stop 
valve, and alarm. Write for details. 


Manufactured by 


THE KELLY CONTROLLER CO. 


175 WEST JACKSON BLVD., CHICAGO 
Tested, Approved and Sold Exclusively by 


THE FAIRBANKS COMPANY 


ADMINISTRATIVE OFFICES: NEW YORK 
Stock carried in 23 principal cities 


1,366,171. Check Valve. James A. Donnelly, Brooklyn, N. Y 
In the manufacture of check valves embodying a seat and swing- | 
ing disk therefor: the method of effecting an accurate fit be- J ~ 


tween the said seat and disk, which consists in retaining the 
The Bath Tub Cleaner 


Contains no grit. 
No acid. 


Keeps fixtures like new. 






































disk temporarily in its closing position and swaging the seat of 
the valve about the same to cause the former to conform sub- 
stantially to the shape of said disk, and effect a proper closure 


of the valve upon subsequent cooperation of disk and seat. 


“a Most contracting plumbers use 
iJ Porcela and recommend it to 
if their customers. 

} 


If*you haven't Porcela im stock 
order from your jobber. Write 
ss eu ANS : us for free sample can and 
de corn ht? TROURON, OA, : a descriptive folders. 


PORCELA-RADAX CO. 


NEW BRIGHTON, PA. 


A Household Word 


The name “Humphrey” in con- 
nection with Automatic Gas Water 
Heaters is known the country 
over. The dealer and plumber 
who sell it get the advantage of 
this prestige which results in easy 
sales and satisfactory service. 

















1,365,784, 


1,365,720. Vent Valve. Charles A. Olson, Geneva, Hl. as 
signor to Crane Co., Chicago, IIL, a corporation of Illimois. <A 
vent valve comprising a body portion provided with a central 
bore, inlet and outlet openings communicating with said bore Try the Humphrey on your next 
water heater job. 


Write for full description 


HUMPHREY COMPANY 


Div. Ruud Mfg. Co. 
Kalamazoo, Michigan 


intermediate its ends, valves for closing said openings respec- 
tively, a protective skirt mounted on said body portion, and a 
closure cap for said bore pivotally mounted on said_ skirt. 
1,365,784. Pipe Wrench. Arthur Clarence Husson, Snider 
Township, Sudbury, Ontario, Canada. A pipe wrench compris- 
ing a handle member having suitable serrations on one face 





thereof, said handle member having a slotted upper end open 

















$28 
o ee - 
= 
= . 
= W ADE Straight-Way Clean Out House 5 
+ Drain and Back Water Gate Valve = 
. . - = 
Positively water and & 
5 gas tight. o 
= . ° = 
= Connects to main sup- & 
ply and keeps face of = 
gate clean and free 2 
from cloggage. = 
Makes a perfect § 
clean-out without back & 
B—Fig.1 water gate valve. = 
Every plumber shouldknow about this sanitary 3% 
fitting. = 
lirste for Catalog = 
Wade Iron Sanitary Mfg. Co. F 
| 551 W. Fulton Street Chicago, Illinois = 
MMMM oO einen tiie! 
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Choose a Winner 


The successful operation of a 
closet tank depends upon the 
fittings. Be sure the tanks you 
install are equipped with the 


N. H. TANK VALVE 


and you can be assured of effi- 
cient service. 

Valve made full size. Guar- 
anteed to work all properly de- 
signed siphon closets. 

Write for complete detasls. 


EXETER BRASS WORKS, Exeter, N. H. 
New York Office: 50 Cliff St. Henry Stein, Rep. 
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ST eu U OL Ue LDU e UE Ue ti Olu LLLe © 
eT ene nine UU UUeUUULLUT UT ei it 





Tank Fittings of Quality 
1856 “McSHANE”’ 499] 
ROEDER 41) UR 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


McSHANE BELL FOUNDRY CO. 
BALTIMORE, MARYLAND 


cMUACUOESOALLLGU ALO PUA 











The Farms of Your Community 


Are Your Great New Field 


farm as it is in town. The 
Water Systems who realises this and makes himself 
known throughout his comnwnity as the authority on water aystems for 


Blectricity will soon be es common on the 
dealer in Paul 


the farm IS THE MAN WHO WILL CASH IN BIG. If you are not 
yet a Paul Dealer, send for full particulars. If you are a Paul Dealer, 
get a new vision of this greater future—and get ready for anon 
business. Send at once for folder, ““‘W for Farm and Home. 


FORT WAYNE ENGINEERING & MFG. CO. 72738 jy; Harises St. 
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at the top and on the side thereof opposite the serrated side 
and closed on the serrated side of the handle member for con- 
stituting a stop, an upper jaw having a depending portion ex- 
tending into the said slot and pivotally connected to the handle 
member, said depending portion engaging the closed wall of the 
slot in the upper end of the handle member, a member slidable 
on the handle member, a lower jaw pivotally connected to the 
sliding member and a depending tine like portion engaging the 
serration on the handle member. 
Plumbing Department. 

Preston McChesney, El 
a jacket surrounding the 


foiler. Louis Paso, 


A boiler including a shell, 


1.366.268, 


Tex. 























shell, a removable head closing the jacket at one end where- 
by the jacket may be withdrawn from around the shell, ad- 
justable spacing means between the jacket and shell, and 
means for introducing a heating medium into the jacket. 
1 
,.. 
1 
7 te oid 
1 ay ' 
ol =~ 
Ar 
] pfates OES 
1.365.931 
365,934. Stock Watering Bowl: William Mitchell, Mil- 
waukee, Wis., assignor to Mitchell Manufacturing Co., Mil- 


waukee, Wis., a corporation of Wisconsin. The combination 
of a support, a bodily removable bowl, a connection between 
said support and bowi for securing said bowl upon said sup- 
port against downward movement, a supply pipe leading to 
the bowl, a spring pressed valve in said supply pipe, a presser 
plate carried by the bowl and removably connected to the 
valve, and co-operating means between the presser plate and 
said supply pipe for yieldingly restraining upward movement 
of said bowl with respect to its support. 

1,365,931. Water Closet Valve. James W. Martin, Chatta- 
nooga, Tenn. A water closet valve comprising an open ended 
casing having means at its lower end for attachment to a 
water supply pipe and provided at its other end with a de- 
tachable cap, an enlarged chamber provided near the lower 
end of the casing, another enlarged chamber located within 
the casing above the first chamber, a bridge extending across 
the second chamber and dividing the into a drain valve 
passage a passage, of substantially the same 
width as the drain placing the chambers in 
communication and forming a main valve seat, a removable 
casing, 
said rod, a main 


same 
and a by-pass, 
valve passage, 
rod extending longitudinally of the interior of the 
tnanually operated means for depressing 
valve carried by the lower end of said rod, co-operating with 
the main valve seat and occupying the first chamber when in 
the wall of the casing being provided with a 
which with the valve 

valve mounted on the rod and closing the 
drain aperture when the main valve is in open position, resil- 
ient means for normally holding the main valve closed, and 
« water outlet located in the upper portion of the casing for 
permitting water to pass to the water closet, said main valve 
same to pass through the drain 


open position, 


drain aperture communicates drain 


passage, a drain 


being of a size to permit the 


valve passage in removing the rod from the casing. 
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1,366,081. Slow Closing Mixing Faucet. Edward L. Kel- 
lan, Chicago. Ill. A slow closing faucet comprising an in- 
tegral casing provided with two inlets and inclosing, a com- 
mon mixing chamber a common outlet through which the 
mixed liquids from the inlets are discharged, upstanding ex- 
tensions in line with said inlets and integral with said cas- 
ing, cylinders connected to said extensions, ported members 
on which inlet valve seats are formed, and confined between 
said cylinders and the integral casing, and pistons in said 
cylinders connected to said valves and forming with the cyl- 
inders timing means to control said valves. 
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Water Heating System. Thomas F. Noonan, 


A water heating system including a tank for 


1,366,208, 
Chicago, II. 
receiving water to be heated and from which heated water 
may be discharged; a cold water supply pipe passing into the 
upper portion of the tank and extending through the tank 
and terminating near the bottom thereof; a pipe communi- 
cating with the upper portion of the tank for discharging hot 
water therefrom; a pipe for conveying water from the tank 
to heat the water, this pipe terminating at the bottom of the 
tank, passing upwardly in the tank, and issuing from the up 
per portion of the tank to the exterior thereof; a hot water 
supply pipe with which the discharge end of the latter pipe 
is connected, the pipe portion which leads water to be heated 
from the tank passing through the bore of said hot water 
supply pipe; a jacket inclosing the outer lower end portion 
of the pipe that conveys water from the tank; a burner with- 
in the jacket for heating the water in the latter pipe; and a 
Hue communicating with the upper end of the jacket for dis- 
charging products of combustion therefrom, a portion of the 
aforesaid hot water supply pipe passing through the bore of 
the flue. 

1,365,906. Water Supply Valve. Henry Gardenier, Pater- 
son, N. J. A flush tank valve comprising a supply pipe, a cas- 
ing at the upper end of the same, provided in its top with an 
opening, adjacent to which are upwardly extending spaced 
ears, being also provided below the latter and on the same 
side with downturned spaced ears, a valve seat in the casing, 
a valve for coaction with the seat, a plunger for actuating the 
valve, the same extending through the opening in the casing 
and beyond the latter, the extended portion of the plunger 
being in the form of spaced lugs, a pin extending between 
and secured to the lugs, a forked lever fulcrumed intermedi- 
ate its ends between the first named ears, the fork thereof 
straddling said pin, a float carrying arm pivoted between the 
downturned ears, a vertically extending flat bar pivoted at its 
lower end to said arm adjacent the pivoted end of the latter, 
being provided at its upper end with a screw-threaded aper- 
ture, a slotted channel member pivoted to the opposite end 
of the aforesaid lever, the bar being slidable therein, and a 
headed binding screw passing through the slot in said mem- 
ber and through the aperture in said bar, the head thereof 
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The Cutter Wheel You Want 


ELIMINATES WASTE OF TIME AND LABOR 


is made by experts who devote their 
time exclusively to making cutter wheels. 
They know how. The steel used is 
treated scientifically to uniform hard- 
ness, so that the extremely thin biade 
not break. Cuts clean and aoe 

least resistance. 


CX (72 T- 
HIND (_) Fea) 
PIPE CUTRER WHEE 





will 
clear with 


Our Positive Guarantee 


goes with every B. & B. Cutter | 
Wheel. Get one from your {fob- 





ber. If it doesn’t do all we claim sans 
for it, tell us: if it does, tell the Sapo 
other fellow. fey oe 


B & B TOOL & MACHINE WORKS 


549 W. WASHINGTON BLVD. CHICAGO 
Cutter Wheel Specialist 








For precision of manufacture and 
for absolute reliability 


MUELLER 


BRASS GOODS 


for 





have stood unrivaled more 


than three generations. 


H. MUELLER MFG. CO. 


New York DECATUR, ILL. San Francisco 























TEN DAYS’ FREE TRIAL 


Past performance has given us great confidence 
in the MARTIN Portable Vise Stand and Pipe 
Bender. 
at our expense. If 


We want you to try it out for ten days 
it doesn’t live up to all our 
claims, you may return it and we 
will pay charges both ways. 


After using this machine for ten 
days, in the shop or out on the job, 
we doubt if you would 
give it up for twice its 
cost. Will you make the 
experiment? Order from 
your jobber. 


’ illustrated in Laib’s 


~ Pocket Guide 
H. P. Martin & Sons 


626 E. 2nd St., Owensboro, Ky. 
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BOLLE 


The Better Torch 


Every plumber has had more 
or less trouble with torches. The 
idea of the Detroit Torch is to 


overcome these common defects 
and provide better and _ longer 
service. 


THE DETROIT TORCH 


is built especially strong and re- 
inforced at points that are usually 
weak in the ordinary torch. Wire 





Your Jobber 


Handles 
Detroit handle and valve wheel are always 
Torches cool. 


Detroit Torch & Mfg. Co., Detroit, Mich. 


New York Office: 45 Warren Street 
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GAC 


BALL COCKS 
FLUSH VALVES 
TANK TRIMMINGS 


| THE INDIANA BRASS CO. 


FRANKFORT, INDIANA 








ENGINEERING 








ee TT 





A ic Cond 
DUMOIN “amp and Receiver” 


Takes care of the returns, either above or below the 
floor line, in vapor or gravity systems. 
Quiet and efficient in operation. 


Outfits furnished for 
1,000 to 10,000 sq ft. 
radiation and for 10 and 
20 Ibs. pressure. 


Write for full partic- 


ulars. 


Thompson Mfg. Co. 


Des Moines, lowa 





ALE 


WHA LE BONE “ITE 


MI) 


SWICK -BALKE COLL Bertman 


To recommend this efficient seat 
means giving your customers the 
best the market affords 


— INDISPUTABLE QUALITY 


— IMPERVIOUS — ACID PROOF 


Types for all regular bowls. 
Ask your jobber or Seat Dept. 


TEE BRUNSIICK BALKE-COLLENDER C0. 


BASH 


Te LL 


| COT eR eo 


MUO UT Telii ite: 


Mm Meet cel io renin ir eiinniienn 











(Also known as the “‘Holden’’ 
A highly efficient heater, made 
in five sizes to meet every need. 
to 3-2”. 
30 to 250 


Tappings from 4-34” 
Range boiler capacities, 
gals. 
Radiation, 50 to 350 ft. 
Our line includes; B. & F. Anti-Syphon Cast Iron Adjust- 
able Sink Traps, Boiler Stands, Putty Cups, K. & J. 
pattern Sink Traps, Refrigerator Drains, etc. 
If your jobber cannot supply you, write us direct. 


B. & F. Manufacturing Co., Inc. 
2018 Massachusetts Ave., INDIANAPQALIS, 





IND- 
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engaging the edges of the slot to retain the bar in a set 


poe msItION 
Kast 
( ombination 


Daniel H. Bowlzer, 


fountain. the 


Drinking lountain 


(ohio In a 


1 366.055 
land. 


a bow] 


drinking 


( leyve 
with outer periphery thereof, 


there 


having a recess on the 


a jet orifiee member. an inlet conduit leading thereto, 


portion of said conduit lying within said recess and 


eng a 
movable cover normally standing over 


and means for removing 


positioned there by, aA 


aid oritice, a valve in said conduit, 


the cover from the orifice and for bringing it again over the 


as the valve 1S Opene d and closed, respet tively. 


(rrviice 














1,366,055. 


1366 ,151 Check \ John Fort Wayne, Ind., 
assignor to Fort Wayne Engineering and Manufacturing Co., 
Fort Wayne, Ind. A valve of the class described comprising 
an inlet chamber, 


of the inlet chamber, said inlet chamber being provided with 


alve. \strom., 


an outlet chamber surrounding a portion 


an annular discharge port opening into the outer chamber, 
valve seating faces at the sides of said port disposed at dit- 
of the port, and 

contractile valve ring disposed about said port and engaged 
of fluid exerted on 


ferent angles with respect to the plane 


against said seats whereby the 
said ring from the inlet chamber will cause said ring to move 


pressure 


angularity. 


seat having lesser 


rearwardly on the valve 












1. 365,806. 


1,566,150. 


Drinking Fountain and Water Mixing Attach- 
nent for Morris Wasser Askin, Washington, D. C. 
\ telescopic drinking fountain and water mixer comprising 
member having a 


1,366,150. 
Faucets. 
two members telescopically united, one 
discharge port, a rotatable sleeve on one of the members, said 
sleeve having a discharge port adapted to be brought into 
register with the first-named discharge port, or to be placed 
at any desired angle for use as a drinking fountain or other 


suitable instrument. 
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Wilkinsburg, Pa. 


A pipe joint comprising the combination with the ends of a 


1,365,805. Pipe Joint. Samuel Sweeney, 


parr of pipe sections, of a body of metal cast around said 


ends, and a metallic sleeve engaging said ends and welded 
therewith by the heat from said cast metal body, the sleeve 
being of a metal different from that of which the pipe sec- 


tions and cast metal body is formed. 


MUST PAY INCOME TAX ON BONUSES. 


Gifts to Employes Are Not Deductible from Employers’ 


Returns. 

Only single persons whose net income for 1920 was less than 
$1,000 and married persons living with husband or wife whose 
net income was less than $2,000 are exempt from the require- 
ment to file an income tax return. 

The obligation to consider his own case and to file an in- 
tax return on time, if one 1s due, is laid squarely on 
United States. 
work 1s barred. The returns are sworn statements, and accur- 


come 
the shoulders of every resident of the Guess- 


acy is essential. Salaried persons and wage earners must as- 


certain the actual compensation received. Bonuses, shares in 


the profits of a business, values of quarters and board furnished 
by an employer, and other items of compensation for services 
included. ; 

Gross and Net Income. 
Returns must show both gross and net income. 


dollar 


payers during the year 1920. The net income is determined by 


must be 


(,;ross i1)- 


come includes practically every received by the tax- 
subtracting from gross income certain deductions specitied by 
the revenue law, and fully explained in instructions on forms 
1040-A and 1040 for filing returns. 

Susiness expenses are the principal allowance deductions in 
computing net income. The law specifically prohibits the de- 
duction of household and living expenses. Typical deductible 
business expenses are for salaries, labor, cost of merchandise, 


raw materials and supplies, rent, repairs, light, power, delivery, 


selling cost, advertising, and insurance. Doctors, lawyers, and 
like professional men may deduct from their gross income dues 
paid to professional societies and subscriptions to professional 
light, fuel, 


wages paid 


journals, rent paid for offices, amounts paid for 


water, and telephone used in such offices, and the 
to office assistants. 
When Due. 
This year, as last, the tax may be paid in full at the time of 
March 15, 1921, 
stallments, the first of which ts due on or before 


or in four in- 
March 15, 
the second on or before June 15, the third on or before Septem- 


filing the return, on or before 


ber 15, and the fourth on or before December 15. 


The return must be filed with the collector of internal revenue 


for the district in which the taxpayer lives. Heavy penalties 


are provided for failure or willful refusal to make a return 
and pay the tax when due. 


Late News from Connecticut. 


W. W. Ives, plumbing inspector of the city of Walling- 
ford, has asked the board of burgesses to make several 
changes in the plumbing regulations and to back him up 
in his efforts to enforce the regulations. Mr. Ives ex- 
plained in some detail how regulations as to the installation 
of vents had been frequently violated, in many instances 
being placed too far from the fixtures for the purpose of 
saving additional piping, and other irregularities which he 
desired to correct. The inspector also objected to the prac- 
tice of granting plumbers licenses to all applicants from 
out-of-town regardless of their fitness, and called attention 
to two whom he declared were not proficient plumbers, but 
who had been granted licenses upon making a simple re- 
quest of the borough clerk. The entire matter was referred 
to the health committee, which was instructed to confer 
with Inspector Ives and compile a set of plumbing regula- 
tions satisfactory to all, which will then be submitted to 
the board for adoption. 


ENGINEERING 331 


ECONOMY EFFICIENCY 





ache 
Plevce Down Deal, Maensine Feed, Sache 
Consuming, Heating Boiler 


Fuel 
Saves Labor 


Manufactured only by 


PIERCE, BUTLER & PIERCE MANUFACTURING CORP. 


NEW YORK Philadelphia 
— Baltimore 
Worcester Detroit Syracuse Newark 


Washington 








Saves 25% In Fuel 


Getting more heat out of less coal is a matter of 
especial interest to the home-owner. This can be 
done most effectively with the 


Vapor-Vacuum Heating 


Trade Mark Registered 


Kriebet W system 


Perfect heat control in each radiator means the 
utilizing of every heat unit. Operates without noise. 

You can install the Kriebel System and guarantee 
economical heating service. 


Write for booklet giving full details. 
VAPOR-VACUUM HEATING CO. 


Otis Bidg. 101 Park Ave. 
PHILADELPHIA, PA. NEW YORK CITY 















Ror lasting quality and true capac- 
ity use “KOVEN” Pure Iron, 
Double Row Riveted, Galvanized 
Range Boilers, or NACO Galvanized 
Range Boilers made of open hearth 
steel. These boilers may be bought of 
jobbers everywhere. 












L. O. KOVEN & BRO. 
50 CLIFF STREET NEW YORK 








NIPPLES 


Years of experi- 

ence have pro- 

duced perfect 
nipples. 





Lewis Campbell 


Pa. 


Boyertown, 
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_ ‘Situations Open 


SA LE SMEN 
re sana to sell 


————— 


WANTED 


HEATER 





calling on plumbers 
brass goods on commission Excellent 
proposition for capable experienced man. 
State territory covered, lines handled, 
etc Best references necessary. Replies 
confidential. Address 263, “Domestic En- 
gineering’’ Chicago. 9.5 
SAILESMEN WANTED—TO SELL A 

line of high grade valves and steam 
gauges on commission. Territory open, 
Ohio, Kentucky, Illinois, Wisconsin, Mis- 
souri. Minnesota, Iowa, Kansas, Cali- 
fornia, Washington and Colorado Ref- 


erences required. Address 266, ‘“‘Domestic 
Engineering” Chicago. 2-5 


WAN TED—EXPERIENCED PLUMBING 

and heating man competent to handle 
salesmen, give quotations, price invoices 
and do general office work. Give all par- 
ticulars, including salary expected in first 


letter. We are located in Dixie. Address 
254. *“‘Domestic Engineering,’’ Chicago. 
1-29-5/12 


WANTED — Salesmen or 
Manufacturer’s agents calling 
on the plumbing trade to sell a 
high class electric light and 
power plant. Splendid oppor- 
tunity and good commission 
offered. 

Lucas Mfg. Co. 
York, Penna. 


_—- - a oe ——_ 


WANTED—RADIATOR AND BOILER 

salesmen, with thorough knowledge of 
the heating business. Pittsburgh. Phila- 
delphia, Eastern Pennsylvania, and Mary- 
land. Address Union Radiator Co., Johns- 
town, Pa. ‘11- 13-tf 


SALESMAN ‘WANTED—Experi- 
enced Plumbing Supply Salesman 
to travel New Jersey. A new line, 
no competition, compensation 
commensurate with your efforts. 
An opportunity for a $10,000 
yearly return. Plumbers Co- 
operative Corporation, 8 Jefferson 
St., Newark, N. J. Attention M. 
H. Garfunkle. 





DOMESTIC ENGINEERING 


SALESMEN WHO ARE NOW 
Plumbing Trade, to carry a 


WANTED 
visiting the 


new article as a side line on commission. 
Nothing like it now on the market. Ad- 
dress 267, ‘“‘Domestic Engineering’’, Chi- 
cago. 2-5 


COUNTRY 
Men who have ex- 
in both heating and plumbing. 
territories open. Apply in confi- 
dence, giving particulars by mail only to 
The Kellogg-MacKay Co., 419 W. 18th 
St., Chicago, Il. 1-29/2-5 


SAL ESMEN “WANTED—FOR 

and city territories. 
perience 
Good 


WANTED— 


SHOP FOREMAN WHO CAN 
handle several crews of heating and 
plumbing men on in and out of town 


work. Must understand plans and specifi- 
cations, be able to get material on jobs, 
lay out work for men and get work done. 
A man who understands ventilation pre- 


ferred. Contractor in city of 18,000. State 
age, education, experience, and whether 
married or not. Address 257, ‘‘Domestic 


Engineering,’’ Chicago. 1-29-5/19 





a _ ——— 


" Sieuations Wanted 


SITUATION 





a re 


W ANT E D— SALESMAN 
and branch manager acquaintcd with 
metropolitan and eastern plumbing and 
heating jobbing trade desires position 
with manufacturer who wants direct 
representation in these markets. Also 
understands promoting export business. 
Address 252, “Domestic Engineering,”’ 
Chicago. 1-22 


SITUATION YEARS FEX- 





WANTED—19 





perience in heating and plumbing. 
Would like to connect with reliable firm. 
Salesman, Estimator or Engineer. Ad- 
dress 264, ‘“‘Domestic Engineering’ Chi- 
cago. 2-5 
For Sale 
FOR SALE— PLUMBING, HEATING. 
sheet metal business, including stock, 


equipment, tools. In small town in West- 


ern New York. Good farming country. 
Splendid opportunity for a live. wire. 
Will sell 20% below market price. Ad- 
dress 262 “‘Domestic Engineering’ < ‘hi- 
cago. 9.5 

FOR SALE—PLU MBING, HEATING, 


sheet metal business, including stock, 
equipment, tools. Live Illinois town, 80 
miles Chicago. Four railroads. Estab- 
lished six years. Good farming country. 
Splendid opportunity. Selling account 
health. Address 242, ‘‘Domestic Engineer- 
ing,”’ Chicago. 1-1 tf 


SALE—ONE USED 








FOR “SNOW” 
steam pump 16x9x12. ae 
pump. Capacity 750 G. P. Address 


250, ‘“‘Domestio Engineering,’’ eo 1-15 


FOR SALE—PLUMBING AND 
tinning business. Stock will in- 
voice about $5,000. Last year 
business, $32,000. Only shop in 
town. 150 miles of San Francis- 
co. Owner going to Arizona be- 
cause of health. Box 495, King 
City, Calif. 
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aClas sified Advertis ements 


8 cents for each word including heading and address. Count seven words for keyed address. 
$2.00. One inch $4.00. Cash must accompany order. 


Copy should reach us Tuesday morning. 





FOR SALE—PLUMBING, SHEET 
metal and roofing business. Well estab- 
lished in the garden spot on the coast of 
Central California, the best location in 
the state. Town of 7,000 and a large and 
prosperous territory surrounding to draw 
- Last year business over $50,000. 
ill sell at invoice about $8,000. Reason 
for selling, other busine SS. Address 265, 
“Domestic E ngine ering” Chicago. 2-5 


FOR SAL .E—OR Ww ILL. TRADE FOR 
part plumbing and heating material, 
one 306B Oster Motor Machine in first 
class condition with extra dies. BE. A. 
Arvidson, Centerville, Iowa. 2-5 


Miscellaneous 
TIME SHEETS, JOB TICKETS, ESTI- 
mating blanks, illustrated stationery, 
blotters, ete. For plumbers, builders and 
electricians. Reasonable. Send for sam- 
ples and price list. Prompt service  L. 




















Fink & Sons Co., Inc., Elm Avenue. 
Laurel Springs, New Jersey. 
as 1; x2 BIN LABELS 
“ 4 For water, gas and 
steam. Over 10,000 dif- 
RED. ELLS ferent kinds. Send for 
Send for free Book- samples. 
let “How to Sys- 
cemnntinn the Steck Haddon Bin Label Co. 
Room and Build Haddon Heights, N. J. 


Bin Racks.” 








SELL YOUR SURFLUS ans ae AND 
fittings. Write us. The A. & J. Mfg. Co., 
557 W. Lake St., Chicago. tf 

WE HAVE A GOOD MARKET FOR 
your excess couplings. Republic Pi 

& Iron Corp., 1185 Flushing Ave., - 

lyn, N. » A 10-9 tf 





We buy 


IRON PIPE 
COUPLINGS 


Get our offer 
before selling 
GWILLIAM SUPPLY CO. 


828 N. Hancock Street 
PHILADELPHIA, PA. 








Government Proposals 


TREASURY DEPARTMENT, SUPERVIS- 

ing Architect’s Office, Washington, D. 
C., Jan. 20, 1921.—Sealed Proposals will 
be opened in this office at 3 p. m., Feb. 17, 
1921, for a toilet room for women in the 
United States Customhouse and Post Of- 
fice at Mobile, Ala., in accordance with 
specification and drawing, copies of which 
may be had at this office or at the office 
of the Custodian, Mobile, Ala., in the dis- 
cretion of the Supervising Architect. Jas. 
A. Wetmore, Acting Supervising Archi- 
tect. 1-29-25 











The use of ‘ 


“READING” 


READING” 
the steamfitter strong with 


Write for Booklet and more details. 


THE READING HEATER & SUPPLY CO., INC. 


Tank -in-the- Basement System 


has proven its superiority by years of efficient, satisfactory service. 
a. insures economy in fuel and uniform heat—two poiats that make 
customers. 


Reading, Pa. 



































